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"Permit me to congratulate 
you on the production of 
@ fine light...” 

Charles A. Comiskey 


INTENSO 


Alzac Aluminum I ‘loodlights 
FOR ATHLETIC FIELDS and OTHER LARGE AREAS 


flood 
» the 


the 


APPLETON /) 
APPLETON INTENSO Floodlig 


APPLETON ELECTRIC COMPANY 
1734 Wellington Avenue . Chicago 13, Illinois 


Rely on .»» Lhe Standard for Better Lighting 








... Carry their own 


‘STOP WATCH 


fuses for every purpose) 
— j 


wmsew 2717 GREENVIEW A 


ECONOMY FUSE & MANUFACTURING CO. 
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LETTERS TO THE EDITOR 





Candid Viewpoint 


ELECTRICAL 
CONSTRUCTION 
AND MAINTENANCE 


* ELECTRICAL URGE 


QUALIFIED 
CONTRACTOR 


whose combined circulation 


reaches many of your 


important customers 


& THESE every month 


D F 
elayed Action 

ADS LIKE 
RECT MAIL 
T SAMPLING 


The 
e Jackpot Hit Again Deer 4 
, ...plusl 
_. « plus PRODUC 
explain ond point out to them 
T & B product features 
REMINDS THEM TOO, that T&B 
ovailable only 


products are 
our authorized 


from you 
distributor 


Ed yf 2 usbt — 


The THOMAS & BETTS CO. 


Like The Idea 
incorporated 


LESAL G- pre 
ELECTRICAL WHO IN a ! 1955 





ENGINEERED 


April, 


LOOK FOR THIS SIGN — 
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NEWT&B 
INSULATING 
BUSHINGS 


for '2 to 6 


™ Standard Rigid 


Ld 
See Condu iT 
Ge 


BEND ’EM, 
POUND ’EM, TWIST ’EM 


LT hese new LABI 


NEC requires prot 
ivainst dan iv 
wr the uluumat 


Send today for a free sample 


Toughest Insulating Bushing Available Today 


€¢ used over an - ik 


Vibration-Proof...| 


is needed to take the 


Resists Corrosion 


vent moisture or fun 


Blue Color 


inspect« rs 
IT’S THE MARK OF AN AUTHORIZED T & B DISTRIBUTOR 


THE THOMAS & BETTS CO. 


INCORPORATED 
20 Butier Street * Elizabeth |, New Jersey 
Thomas & Betts itd, Montreal, P.O. Canode 


MANUFACTURERS OF FINE ELECTRICAL FITTINGS SINCE 1898 
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CONNECTOR 


NEW 
Wi IIDWeST 

ANGLE 
CONNECTORS 


APPLICATION 
45° and 90° angle connectors for non-metallic 
cable, armored cable, flexible steel conduit. 
Connectors are two-screw, hinged cap; are de- 
signed for neat and quicker installations for 
O.E.M. as well as regular trade applications. 





J ENGINEERING 


These fittings'are designed with a screw on each 
side of the opening to provide a secure grip 
on the cable. Screws are of sufficient length to 
permit cable to be installed without removing 
cap. 


— eee 


MATERIAL 

Connectors are made with a malleable iron body, | 
formed steel cap and locknut; thoroughly cad- ia 
mium plated for protection against corrosion. ' 


P43 ul 
Connectors are standard trade size 3/8”, for 
1/2” threaded hub or knockout. Minimum and 


maximum openings for cable are 3/8” and 


21/32”. 
. 


90° ANGLE CONNECTOR : 
Here is another Midwest development in 
providing quality fittings. “Quality” is just 
a condensed way of saying: “Getting the 
total job done—right—with the most inex- 
pensive combination of material and man 
hours.” Engineering and producing quality 
fittings to meet the highest standards of 
electrical wiring installations, is our 
objective at Midwest. 














NEW PRODUCTS 


Four-Pullout Panel 





Clark Controller ( 


LO, Ohio 


Splice-Cap Insulator 


Buchanan Electrical Products ( orp., Hillsice 


Light Switches 


Pass & Seyn 
N.Y 
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Ads like these 
and 


In Co : 
] Industria} ntractor 


tr 4 
oad ade 
Mar 
land among 
Or Specia} N: 


f your Custon 
Wire & 
ie & rf able 
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al | lectric 


NEasbestus Cable stays on the job longer 


ALL-ASBESTOS— K 


7) 


ASBESTOS-VARNISHED CAMBRIC K 


nectrons rane and ¢ 
electric furnace leads 
temperature installat 


18 AWG to 
it ratings. Maxin 


S17¢s 


HOW)» 


hele 


f any 


Rational Electric Products feo 


PA. ——— 
36 Soles Offices 1905-1955 


QUIREMENTS 


PITTSBURGH 
MEET YOUR RE FOR POWER, CC 


L EQUIPMENT 
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Maga. 
helping — 8a 
& (Cate de- 


Vi ( 


N.Y 
Outlet Box 


Arrow Conduit & Fittings Corp 
29 30th St., Brookyln 32, N. Y¥ 


Wall Boxes 


Steel ¢ ity Electric Co 


Lamp Guards 


. . \ ; \ 
Luminaires an . 


Lighting Products, Inc., High oat ai . ; _— 
land Park, III a 


0 es ao 


Bedlight 
Lightoli 
N.J 


Hi 


Pushbutton 
Rodale Manufacturing Co., In 
Emmaus, Pa 


\ rr 
Va 


Utility Drill 
Ihe Black & Decker Mf, 
low Soon Md 


Connectors 


1 
Louver 


Ihe Edwin |! 
Louis, Mo 


W-DI 
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Individual cartons of couplings 
and nipples are shipped in 
master cartons for additional 


protection and easier handling. 
SOLD ONLY THROUGH 
RECOGNIZED WHOLESALERS 





ba = 


ee 





a 
CONDUIT PIPE PRODUCTS CoO., 


, OHIO 
PIPE COUPLINGS + PIPE NIPPLES + ELBOWS, RIGID & E.M.T. 


RUNNING THREAD + GOOSENECKS + WALL PLATES 
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Cable NEW PRODUCTS 


on Conduit Co., Inc Jersey 


Coolers 
T'rade-Wind Motortfans, In 


vera, Calif 


Tubing, Sleeving 
Alpha W ire Corp., 


way, New York 13, 


Welding Cable 
Power Outlets States R 
Harvey Hubbe | N. ¥ 


{ 


Transformer Lead Wires 
{ { ( { 


N.Y 


Conduit 
Line Mater 
Push Button \ 
I he I 1’ 


Bar Hanger 
K ruse-Rieke 
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"We have found Rome products always 


accepted without question = even on 
the toughest of specification jobs." 


Wibsnd ele 


i well 
produc I 


M ny large 
land unw 


the 


Vith Rome 


ind a frie 
ionship 


it costs less to buy the best 


product 


ce Presiden 


high quality of their 
oncerns are imper 
ieldy it takes davs to 
simplest of requests 
e feel more like 


nd and it has made our 


i part 
. | 
i pleasure is well is a 


and personal 


only two of the ad 


1 Rome distributorship 


WEHLE ELECTRIC CO 


Quick service, fast action in emer 


gencies, and the able assistance of 
Rome sales engineers are others 
Like Mr. Wehle, we think of the 
irrangement as a partnership in sell 
ing Wi know from « 
Rome Cable di 


mean just that. F: 


xperience that a 
tributorship can 
w better profit mar 
gins on cable and conduit, sell Rome 


products 


ROME CABLE 
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TOP OF THE NEWS ... . and its significance to you 


Piectric 
( 
I 
st S281 834 


A good year 


Small power plants 


Bright future 





GAW—in UAW’s works | 
since 1951 


Reinstates cash discount | 


Drops housewares 


New electric power 
project 


Another record | 


Factory wages up | 
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It’s here! 
A new, 


exclusive way 

to provide 

movable 

electric outlets! \ 


BULLDOGIE 





en 


iF IT’S NEW IF (TS DIFFERENT IT’S BETTER. ..m75 


B U L L D O G ELECTRIC PRODUCTS COMPANY 


A Division of I-T-E Circuit Breaker Company 


Export Division: 13 East 40th Street, New York 16, New York. In Canada: BullDog 
Electric Products Company (Canado), itd., 80 Clayson Road, Toronto 15, Ontario. 
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CONVENIENT — 


es clamp int 


ROSTRIP 


Every inch an outlet / 
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Bajer Insiallation B 


CRESCENT 
ABC 


ARMORED CABLE 


CUTMARK 


NOTE CUTMARK on the fourth turn from right on armor 
of cable above. This cutmark (at 114” intervals) shows 
the location of a prefabricated breaking line inside the 
armor. Only a few strokes of a file or saw guided by the 
cutmark, are required to cut through one outer ridge, and a bend by 
hand severs the armor. This results in a clean separation with no 
sharp edge—a safer, easier and faster job. The prefabricated break- 
ing lines are so designed that there is no reduction in tensile strength. 
bending quality, crushing resistance and electrical conductivity of 
armor. 

NOTE BOND WIRE UNDER ARMOR which is in contact with the 
under side of each convolution. This provides permanently low armor resistance. It is fur- 
nished in sizes No. 14 and 12 AWG Cable. 

GENUINE ABC CONSTRUCTION provides for easy insertion of the insulating bushing be- 
cause the paper under the armor readily unwraps from under both ends providing space 
to insert the bushing. 

ALL GLASS BRAIDS protect the rubber insulated conductors, and are flame, moisture and rot 
proof, The use of ALL GLASS braid results in a cable with smaller diameter and lighter weight. 
being easier to handle and install. 


CRESCENT 


WIRE & CABLE 
CRESCENT INSULATED WIRE & CABLE CO. 


TRENTON, N. Jj. 
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MD Esc. 


PRE-LUBRICATED WIRE HOLDER 


screws in without pilot hole 


Ordinary Wireholder Blackhawk E5.C. Treated 
Won't 
pilot 


hard wood, wit! 


FREE OFFER 


Try the amazing Bleckhawk 
E.$.C. treated wireholder 
yourself. Let your 
customers try it. Write 

to the eddress below 

for o free sample 


Blackhawk E.S.C. treated 


Do you have Blackhawks new price 
and distributor discount schedule?’ 





Z 
Specify B-| when you buy! 
ackhawk* 


ndustries BLACKHAWK INDUSTRIES bubuaue, towa 


y 
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ONLY AAA OE - VSL D Is You 
WIDEST SELECTION OF KITCHEN VENTILATORS AND HOODS 


from $71.65 list...up 


300 
— CrM 
——_ _ I 

“$ 


y 


Trade-Wind Model 1501 Ventilator pius 
39” of 42” Stationary Stainiess Stee! 


Hood 


$71. ‘65. 


Add $ 


Pe CFM 


y 
“a. 
oi 
Trade-Wind Model 1501 Ventilator plus 


30” to 42” Expansion Hood, Stainiess 
Steel or Copper 


$83. 40. 


4 $2.95 for 42” te Sa" a 


Trade-Wind Mode! 1501 Ventilator pilus 
39” of 42” Fold-Under Hood, Stainiess 
Stee! 


$91.65 is 





a 


rade-Wind Mode 2501 Ventilator with 
4 speeds, plus 39 4 stationary 
tainiess Steel H 


$91.20 





= 4a25 
_crM 


Wl /, 


Trade-Wind Mode! pov Ventilator with 
4 speeds, plus 30” of 42” Expansion 
Hood, Stainiess Steel or Copper 


$102.95 .::;; 


Add $2.95 tor 42” to 54” Hood 





Trade-Wind Mode! 2561 Ventilator with 
4 speeds, plus 39” or 42” Foid-Under 
Hood, Stainiess Steei — 


$111.20 is: 





“ine _ 


3501 super Ventilator 
‘ pees us 39° of 42” Sta 
Stain s Stee! Hood 


$142. 25. 


BUILT-IN BACK DRAFT DAMPERS 





—_- 
tie” 
4 > 


550 
CFM 


Trade-Wind Mode! 3501 Super Ventilator 
with 4 speeds, plus 30° to 42” Expansion 
Hood, Stainiess Steel or Copper 


$1 54. 00. Ist 


Add $2.95 for to 


My 


FILTER GRILLES 





Trade-Wind Mode! 3501 Super Ventilator 
with 4 speeds, plus 39” or 42” Fold- 
Under Hood, Stainiess Stee 


$162.25 «:: 


HOOD LIGHT 


Sride L "Vine We Cited, boc. 


7755 PARAMOUNT BLVD., DEPT. EW. RIVERA, CALIFORNIA 
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TOWER OF 
PROTECTION 


insulating products 


ru that meet and 
-_* > ~ 

TVViire. 
ELECTRICAL Tap; 


. exceed the standards 


of industry... 


®VO Piasyy 
WACTENCAL apy 


RUGUERBTAGE 
—. 


DUTCH BRAND PLASTIC ELECTRICAL TAPES 


Tiexibie with unusuai resista er sestr tive 


hree thicknesses 


DUTCH BRAND VINYL COLOR TAPE 


Nine ors. four widths for a nsulating 


DUTCH BRAND RUBBER TAPE 


Resists up to 18.000 


s perfectly 


DUTCH BRAND FRICTION TAPE 


An industry fovorite for over 40 ye 
‘ tch B 


ongest life choose 


"DB" WIRE CONNECTORS ohnas-Man y , ae 
f- Prats «ot le, % ni ree eae. DF 


weatherproet long skirt connec DUTCH BRAND 

R o T Ss 
Write for descriptice literature s . cr 8 eo 
and technical data. 
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Filter shows why... 


bug's don’t go for 
but customers do 





..especially during the big General Electric 


Yellow Bulb Promotion starting May 16! 


B GS buzzin’ ‘round a porch light. Bah, what a selling yellow bulbs for porch lights, backyard light- 
uisance! Swatting and ducking these uninvite« ing, garage lights, any outdoor installation during 
guests can turt nice, quiet summertime ning General Electric’s promotion starting May16. Get them 
to display G-E Yellow Bulbs with insecticides and fly- 
swatters. And, of course, with regular bulbs, too. And 
don't forget to tell your dealers that yellow bulbs don’t 
} 


s G-E Yellow Bulbs compete with regular bulb business. They're strictly 


ons. Night-flving extra sales that mean extra volume for them ind you. 


~ 


insects 
blind to them. Don’t see them You'll have lots of backing—the Jane Froman TV 

irround. The photo it right shows how show, magazine advertising, point-of-sale displays— 

Crener ctric Yellow Bulbs look to bugs dark ill vou need to reat 


ig summertime bulb profits! 


ind uninviting Start now to get vour dealers’ « 


yrders for a good 


EVERYONE OF YOUR DEALERS can doa bang-up jobo supply of General Electric Yellow Bulbs 


G-E YELLOW BULBS MEAN 
EXTRA VOLUME FOR YOUR 
CUSTOMERS ... AND YOU! 


GET THEM TO TIE IN WITH ; Va 
ADVERTISING LIKE THIS... [iu Fae | ¥ 


JANE FROMAN TV SHOW: SATURDAY EVENING POST: 
JUNE 2,9 FULL Paes. | rues coLor— 
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-E Yellow Bulbs 


BUG'S-EYE VIEW 


Loe Da ELECTRIC 


April, 1955—ELECTRICAL WHOLESALING 2) 





WHAT’S NEW IN MOTOR CONTROL? « GET IT FIRST IN CUTLER-HAMMER 


Now industry’s three-phase motors 
can have full three-phase protection 
with standard in-stock 


motor control! 


Many motor 
lays are | 
motors. I: 
to inadequate 
amendment 
Elec trical Cods 
ties to 
phase motor contr 
already being « 
safety exper 

not tar 
with le 
acceptable 

T ne use 
Many industr 
burn-outs a 
nterruptions |! 
trol. But 

ect and « 

iilable witt 
onstruction 
required 


The BIG 


For designers of machines 
and special control panels 


The unit panel nstructionofCutler-Hammer 
. a) 

* *& & Motor none ” 

porate arte ré ff 

starters mountiny rew tip 


; 
Ts wi 


require no Ir 

two overload re 

starters and all parts there 
ible as components 

panion line of ! 
interchangeable NC-NO co 
you have the latest design data or 
vanced equipment. Write or wire t 
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< 
SS SSS SSS SS S22 SSS ESSE SEE e* 


This exclusive oftset connector 


made by 


‘Juloe-we 


presents a new 


Bending offset connectors wastes time 
and money! Tube-Weld eliminates this 
costly, time consuming chore with this 
new concept in design. Developed after 
careful study of electrical contractor 
needs — this unique fitting allows fast, 
economical connecting and wiring. 
Tube-Weld’s one-piece, thin wall steel 
tubing means increased inside diame- 
ters. Its longer length means greater 
bearing support and rigidity of conduit. 


You can put your confidence in 


A Division of Berger Machine Products, Inc. 
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concept 


Tube-Weld fittings 


¢ in the oversized hardened steel set 


screws that are staked for permanency! 


¢ in the uniformly flat connector 
shoulders that assure perfect centering 
in the box 


¢ in the rolled instead of cut threads 
which have 54% greater stripping 
strength and 66% greater snapping 
strength according to an independent 


testing laboratory report 


in electric fitting designIi 


®* in the smooth, lustrous zinc finis! 


and carefully beveled edges—your as 
surance of workmanship that is unsu! 


passed in the electric fitting field 


Tube-Weld fittings are available in 


4” and |” sizes. They are carefully and 
smartly boxed for ease in shelving and 
identification. For descriptive brochure 
write or 


and additional information, 


call: Btectric Tube Products 


74-16 Grend Ave., Maspeth (N.Y.C.) N.Y. 


Di tender 5-8000 UL) 


ye, 
P } 
FOR ECONOMY 


CONNECT WITH 








SELL ROCK-BOTTOM INSTALLATION COSTS... 


SELL GEONEV/ 





Gedney 90° Pull-in Ells and 
Adapters with Neoprene 
gasketed over and self- 
retaining screws. The 
fittings may be u 
convert a str 1ight box 

I t 90° connec- 


rasa Ww box 


r int 


standard 
Ells have 
hort} 


threads at 


for rigid 


] 
Ipiing 





Gedney Corner Pull-in Elbows 
ire tstanding for space 


} ) 


4 





RKO BLDG 


Fector 


GEDNEY FITTINGS FIT 





Gedney Offset Connectors — 
é ite the necessity for 
nduit at 

entrances of 

OXeS Threaded 

tor 
illeable 
plated in 
to 2” 


set screw 


i m 





Coupling - 
ends —for use 
set between boxes 

he need 


isea 


Gedney Offset 
female hoth 
isanoff 
with 

Gedney 
S more 
box thar ther 


Gedney Offset Nipple, 











* RADIO CITY + NEW YORK 20 


and Shipping Point 


Terryville, Cann 
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Business Index: NATIONAL PICTURE 








1947-49 = 100 % 


1955 














Sales : d 
Inventories 





— 1947-49 =100% 
y 
300 Wiring Supplies and Construction Materials Distributors 


1955 


250 
200 Inventories 


a el 


= 100 an 











INDEX (ABOVE >» CHANGE 
1954 Jan. 1954 / , j 
Sales 122 


Inventories 164 





f— 1947-49 = 100% 


— 300 Appliances and Specialties Wholesalers 
H— 250 


' " 200 Inventories 


“~ a ed 
— Cae wn a Os ae SLANT Ft 
red Sales 

















INDEX (ABOVE %o CHANGE 


Sales 
Inventories 


SOURCE: 


$6 
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Business Index: REGIONAL ANALYSIS 





ELECTRICAL GOODS WHOLESALERS 


JANUARY 1955 


Sales 


(% Change) 


From 


From 


Dec. 1954 Jan. 1954 


NEW ENGLAND 


MIDDLE ATLANTIC 


EAST NORTH CENTRAL 


WEST NORTH CENTRAL 


SOUTH ATLANTIC 


EAST SOUTH CENTRAL 


WEST SOUTH CENTRAL 


MOUNTAIN 


PACIFIC 


Inventories 
(% Change) 


From From 
Dec. 1954 Jan. 1954 





Other Figures of the Month 


Private Expenditures for new Construction (in millions) 
Public Expenditures for New Construction (in millions) 
Personal Income (seasonally adjusted, in billions 

Farm Income (seasonally adjusted, in billions) 


Housing Starts (in thousands 


26 


February 
February 
January 
January 


February 


Letest Preceding Yeor 1946 
Month Month Ago Averages 
$1,986 $2.06! $1,637 $803 
$ 650 $ 726 $ 709 $197 
$290.7 $291.4 $284.9 $178.0 
$15.2 $ 14.9 $ 17.0 $ 16.9 


90.0 88.0 5.2 55.9 
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Red Throat 


B-M 21B, THE NEW INSULATED THROAT 
INDENTER 
CONNECTOR 
FOR E.M.T. 


a a 


Protruding rounded red plastic lip 
of bushing prevents cutting of 
insulation — eliminates shorts 


Full thread screws into all conduit 
fittings. Lip of RED THROAT bushing 
protects thread from damage 


Deep dished eight pronged lock 
nut is easier to drive on screws 
flush to shoulder and digs into 
metal of box for vibration proof 
positive ground 


Permanent locked-in bushing in 
sures smooth burr-free raceway 
for easy fishing. No extra work 
and costs no more 


Briegel, the Original Indenter Fittings are neater 


in appearance, easier and faster to use. Installation 
is simple and less expensive. Two quick squeezes 
sets them forever. Try B-M Indenter Fittings and 
get more profits from each job! 


All B-M indenter tie + METHOD 
Fittings ore UL Approved L. 
os concrete-tight and for general % A “y 
use (File Cord £10863). Also comply BM. 
With Federcl Specifications W-F-406. 
STs 


GALVA * he O. 
Worehouse Stocks in Principal Cities f or Immediate Delivery! 
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No more on-the-job thread rusting worries 


with EXCLUSIVE 
‘PITTSBURGH STANDARD 


6 ES 
, oe 


ON HOT-DIP 
’ GALVANIZED CONDUIT 





“3H! 


yt | 


a 


i 












































) \Prrrssurcr 
, Sranparv | 


> CONDUIT Co. 





Wholesale Price Index for 62 Electrical Products 
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TU PDLATCOT WALL : ATADIAAL winr in PA 
It GHEATEST NAME IW ELECTRICAL WIRE AND CAL 





a 
vee, 
ee HTN id 


Here’s Why! Safety m ‘iring a ’ Approved by the 1953 National Electrical Code 


; y Y y ' f 


own ¢ a an ve ll uied | Ope I 


()-¢ 


I b lay ] Y 
safety m.i. Wiring 


I 


Iding where y 
No other wiring gives you t! 


tion of vroperti neatness. compactne ar Whether you sell or install Safety m.i. Wiring 


flexibility meé 
ne to expo 


vapor. mois 


GENERAL CABI 


CcCorRPoOoRATIOWN 


ERAL CABLE CORPORATION 


BARE, WEATHERPROOF, INSULATED WIRES and 
CABLES FOR EVERY ELECTRICAL PURPOSE 
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TIMES and TRENDS 


A Cold Spring? 


Along with robins and crocuses, weve come 





the annual Electric Housewares Gift Campaign as a hart 
this spring could be a cold one tor the campaign. As 
may be the year when large numbers of electrical wholesale 
electric housewares the treeze 

The signs are certainly here. And they are 


They're in the torm of action. This kind of a 1. Top distribut giving 


up the fight and dropping electric housewares (top lines, too p distributors 
de-emphasizing electric housewares in favor of mot ofitable and less troubl. 
some products. The impact of this trend already has been felt. Some discerning 
manufacturers see it as one of the main 
in electric housewares sales last year 
Let's tace it; that could be 
electrical distributor plays sec 
ot electric housewares. It would 
the whole string section. The Th: 
it might be, shows that electrical distributors—and specifical 
handle apparatus and Supplies pix lectric housewares 
per cent of the sales of 14 manutacturers. For the sake 
wholesalers ran second—with 6.8 per cent 
Another dimension was added to this statistical 
chairman ot NAED’s electric housewares 
dustry meeting ity there may 
distributors with 4 or 5 doing 8 
effort and possibly getting 85 per cen the business. But 
cent that goes down the drain could mean the differen 
and loss to these important distributors 


‘; 


Continuing in this vein he reached the 

not unul—you manufacturers recognize 

something and until you recognize the tact 

the word WHOLESALI m stationery, or 

a few miscellaneous electric housewares, to make 

called Your Distributor, then you are not only 

exist today—you are begging for them. And 

striDutors just aS much as if you were feeding 
iS this diluted distribution that heiped t 


109,450. according 


EXECUTIVE EDITO 
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lugs at 
Yor load.-- SAFELY! 


Circuit-Breaking 


Mhri-* tee 


PLUGS AND RECEPTACLES 


20 amp. to 400 aemp.—250V D.C; 600V A.C 


SAFE at all tim: pull an Arktite plug 
to disc onnect an em J f | appliance in an 


' 
emergency 


You don’t hav » Opel he d mnect switch be- 
fore withdrawing an Ar} res ited as line and 


load poles diseng ve minine | iy deep insulated 


} i Rick 


arcing chambe rs t tal \ iffed out by pres- 


y 
| 
I 


sure-deionization and lack of oxygen. There's no pos- 


sible danger of fla ! ring | rsonnel or de- 


roving property 


5 Pro} 
Contact your $ ;s Distributor, nearest 


= Crouse-Hinds Office ta e for complete 
NEW, information 
Re-Designed 
Arktite. ee ane @ Operated like a 


giant switchboard 
this Arktite installa- 
tion with variations 
in power, frequen- 
cies and voltages is 
used to speed up 
machine tool test- 
ing. Plugs can be 
inserted and with- 
drawn from “live 
receptacies without 
using a disconnect 


switch. 


DISTR 


Se CROUSE-HINDS COMPANY 


} SYRACUSE 1, WN. Y. 


ELaecrmicar 
DisTRisvToRs 


CONDULETS FLOOOLIGHTS TRAFFIC SIGNALS AIRPORT LIGHTING 
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What's Happening 


Washington D.C. 


peo in Washington 





@ Boom Is ae Its seoume Wind—The A 


7 7 
forecasters read all the economic it itors as bolstering tl 
lere was some < S signs of Now tl 
Vara 
Business exper res pli 
to fu htly al t last year. M f rs - 
tr nsp r rior el uipr ; 10onfer < 
eases. Autc utlays C . 
[ iInaqustr spel 
stor constr I D> ] 
t 
pr prams for existing stor r y I 
this 1 rket. Gas i € [ eat 
Mant I ture ¢ Cir Saic 
S year Will D« per cen ¢ 
} ] + 
rney ii De Tour per cent aneac 
WI uiers retauiers xp rt 
{1 
Ir iyo4 
( ef f i ‘ 


@ Officials Keep Sharp aye on nes Starts— 


home-building has Administration officials f 
id Senators are r ting worries among iender: 
he with governme 
~ i,’ 
if r¢ 
gns 


@ Congress To Keep REA Lending High—! 


cation Administration has been worrying abx 


ae 


April, 1955—ELECTRICAL WHOLESALING 33 





is preventing states that want REA loans from For instance, 
in Colorado, demands of borrowers run to $12.0 million—larger than the 
allotment allows. 

going to pass a law removing the restrictions that the 
break to the 


But Congress is 


tormula imposed. Original idea of the formula was 
least electrified states. The new law will permit REA to lend more money to 


states where the need is for new generating capacity and transmission to meet 
the needs of farms already electrified. 


FCC Taking New Step To Help UHF Stations—The Federal Com- 
munications Commission has moved to help UHF stations in four cities by 
removing the threat of a VHF station coming in to compete with them. 


FCC has agreed to consider to change the single VHF channel in these 
towns—Madison, Wis., Evansville, Ind., Peoria, Ill., and Hartford, Conn.— 
to a UHF channel. The towns already have UHF stations on the air—and the 
idea is to remove from them the threat of a VHF station coming on the air to 
compete with them. It’s a step toward “de-intermixture,” which some officials 
think is the answer to the problem of making a success of UHF 
Fair Trade Has Been Getting Its Lumps—in court, in the marker, 
and now in the report of the Attorney General’s National Committee to 
Study the Anti-trust Laws. The report favors outright repeal of Miller-Tydings 
and the McGuire Acts, federal cornerstones of Fair Trade 

Which way Congress will go is doubtful. Two important Congressional 


fc 


Democrats, who sharply criticize the report as a whole, split on Fair Trade 


Rep. Emanuel Celler (D.-N.Y.), is for repeal. Celler, Chairman of the 
i 
House Judiciary Committee, says he hopes repealer bills will quickly be intro- 


duced and promises his support for speedy house approval 


Sen. John J. Sparkman (D.-Ala.) has misgivings about repeal. The Chair- 
man of the Senate Smal! Business Committee feels that Fair Trade Laws give 


small retailers “reasonable protection,’ and points out that the Attorney Gen- 


eral’s committee proposes no substitute tor Fair Trade. 


It’s likely nothing will be done in Congress as a result. Democrats wrote 
Federal Fair Trade legislation and are leery of switching now on basis of a 
Lepublican-sponsored report. With feeling split, it will be hard to get majority 


Support for a turn-around on Fair Trade in this session 


Hoover Recommendations Hit Government Lending Programs— 
The new Hoover Commission—technically, the Commission on the Organi- 
zation of the Executive Branch of the Government—handed in a severe criti- 
ism of many government lending agencies, including R.E.A., F.H.A., Veterans 


Housing, Farmers Home Administration, and the like 


The general iacea is thi nese agencies sno I equirea tf pay regular 


rates of interest on money they get from the Treasury, and that the rates of 
interest they charge borrowers should be sufficient to 1e overhead. Many 
of the agencies now Nave their payrous met tnrougti rect ppr ypriations 


from the Federal Treasury 


Adoption of such changes would put a real crimp i any agencies—but 
Congress isn't likely to go along with such cutbacks in programs that have a 
wide public acceptance. In tact, among the dissenters to the report is Attorney- 


General Brownell—which indicates that the Administration itself isn't back- 


ing the Hoover group's findings # tot 
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cables spliced for life 
IKONITE 


hone Aheus Meh 


All too frequently, cable failure 


to bad splices 


1 PERFECT BONDING 
Okolite and Okoprene 
Tapes bond firmly to- 
gether, eliminating air have proved th 
or moisture-filled dan- of all—uninterr 


ger spots. under all installati 


terials is essential ar 


the long run. Ok 





The cutaway s¢ 

cable splice shown her« 
NO SEPARATE LAYERS 
Okolite Tape has fused 
into a solid mass, per- 
fectly bonded to the 
cable insulation. 


perfectly the elemen 
long-lasting splice 
homogeneous wal! 
Okoprene Ta 


pockets that 





Okolite High V 

by Okonite engineers { 

NO AIR POCKETS a 
rubber-insulated 


left P 
Impression left by resisting compounds, | 
conductor strands 
shows absence of Perky 


voids 





Unretouched photo 
of cutaway splice 


HIGH VOLTAGE 


OKOLITE nt oxnoratnue 
TAPE ; SPLICING TAPE 


AVAILABLE THROUGH AUTHORIZED DISTRIBUTORS ONLY 
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contractors 


LIKE 
YOUNGSTOWN 
CONDUIT 


THE YOUNGSTOWN SHEET AND TUBE COMPANY 


a Vanufacturer f Carte ! { ) Meet 
} ‘ 
an OisTR T rr es N PRIN PA Es 
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ELECTRICAL 


WHOLESALING 


APRIL- 1955 


The Electrical Distributor 


And the Electronics Market 





The Electrical Distributor and the Electronics Market (cont.) 





STRESSING a strong point, electrical distributor R. M. Johannesen explains .. . 


Why Johannesen Electric 
ls in the Electronics Business 


By George D. Farley 


1go, Johannesen Electric Co., Greensboro, N. C., ventured into a promising, war- 
lectronics market. Then, the electronic parts business totaled 7-10 per cent of total sales. 


Today, it represents 35 per cent of this full-line electrical wholesaling firm's annual sales volume. 


And the rise gains daily impetus as customers—especially manufacturing plants—become more 


anxious to gain the advantage of electronic applications. Johannesen got in on the ground floor 


Decause 


We saw a huge potential market for hot, new electronic products . 
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2. Potential electronics customers were already buying from us 


3. Manufacturers were seeking out reputable local representation . 


x 
\ 


4. There was a post-war business boom in our trading area . 


BUT-—a word of caution! .. 


Turn page to see what Johannesen sells to industrials > 





The Electrical Distributor and the Electronics Market (cont.) 


What Johannesen Electric Sells 





... AND A FEW 
OF THE ACCOUNTS 


THEY SELL> 


MANUFACTURING PLANTS 
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Industrial’ Accounts 


INSTITUTIONS 


What Johannesen Electric's Electronic Catalog Li 





Turn page to see how Johannesen seeks out and sells industrials >» 





The Electrical Distributor and the Electronics Market (cont. 





How Johannessen Electric Seeks Out 
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and Sells ‘Industrial’ Accounts 
_.. IT’S ALL DONE BY ONE MAN 





EXPENSIVE SAMPLE 


TAKING INVENTORY et é LITTLE BLACK BOOK 


Turn page for how Johannesen sells the dealer market » 





The Electrical Distributor and the Electronics Market (cont.) 


_ And There's ” Dealer Market 


| 





ARRANGING CALLS on | I J ectror jealer sale CREDIT REPORTING 


BIG COUNTER BUSINESS 








. SERVED BY THE 
SAME DEPARTMENT > 


INSIDE HUB 
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No question about tt... 


THE amplex FRANCHISE 
IS A VALUABLE PROPERTY 


in terms of Higher 
Profit Margin! 


Any Amplex Distributor will tell you that his 
Amplex franchise pays off handsomely in 


higher profits, increased sales and customer Better 


goodwill. Most important, the Amplex line 

is really complete—all types of lamp spe- Discounts | 
cialties plus regular general service lamps = 
and tubes—Colorbeams, spots and floods, 

weatherproof lamps, mercury vapor lamps, 

infra-red lamps, Swivelites, “Hi-Hat” re- bh Really 

cessed fixtures, etc. The Amplex franchise 

also includes the benefit of the hard-hitting 

Amplex program of advertising, merchan- 


dising and promotional material 


i ae 


R-57 Hi-Bay Direct 


amplex corporation, Dept. EW-4, 
111 Water St., Brooklyn 1, N.Y. 


R-40 Spoflite 
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One Lighting Sale 


Combining service with quality selling, Nassor Electrical Supply hits 
industrial lighting hard. Emphasis is on regular supplies customers 


— but the firm's lighting reputation has attracted several new ones. 


e Real Service I 


‘ 
‘ 
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q To Regular Customers .. . Or New Accounts 





Drafting Room: 





S e | | S t h e N e X tT By Durward Humes 


\ 
‘ 


e Extra Sales 
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Lighting Sale (Cont. 





‘Keeping-up-w ith-the-Joneses 
sells a lot of industrials. Light- 
ing involves prestige and is 
one of the first items modern- 


ized when wiring is discussed.’ 


e Display Combination N 


tree 


e New Building 
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see them... 


hear them... 


THE FABULOUS NEW 


E WARDS DOOR CHIMES 


COMING 
SOON... 
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Utility engineers are always on the look for new developments in supplies and equipment. If they see that 
you re seriously concerned with supplying that information and in solving their problems then > 


By Thomas F. Preston 


And Demand 


+ Supply 


+ 


I 


e Saving the 
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Someone once remarked that less than 10 per cent of the volume 
is the direct result of a distributor salesman's efforts and no amount 
salesmanship could increase this figure. Yet here's one salesman who dos 


this notion and, by his own actions, he's ‘out after all the business h 


You Can Sell More to Utilities 
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Selling More to Utilities (cont.) 
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_) ALL-WHITE 
Slotted Neck 


ABouiteE 


™™___ REFLECTORS 


™, 











PROVIDE COOLER, CLEANER LIGHTING 
LONGER LAMP LIFE © REDUCED MAINTENANCE 


“ H 


STANDARD DOME SHALLOW DOME 


Finn 


tt 
/ 


é > 


DEEP BOWL STEEL GLASS DIFFUSER 








i 


MERCURY VAPOR PROTECTO SHIELD 


tut JONES METAL PRODUCTS co. 


WEST LAFAYETTE, OHIO 


(gating DIVISION 
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191940 























Sy 




















The appliance dealer with no intent to mis-use funds, is put At delivery, his shelves are filled with unpaid-for merchandise 
in @ position that requires expert management when he or, if he wants to play housewares close to the vest, he 
ders housewares from distributors on six-month dating can order only as needed to keep a back-up stock handy 


Howard J. Emerson asks about: 


Dating Plans for Housewares: 


The season now starting may see the selling of small appliances on 


extended dating terms become a serious problem for many distributors 


The basic cause of their troubles is over-extension of the dating period 


' 
iblished practice 
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The return from sales of these housewares during the shallow because too few dealers mak 
days of July through middie September, without the need to aside the net cost of dated hor 
pay for stock, can give him a false sense of success concerns for the big bills in 


A Good Thing Going Wrong? 


Vany distributors admit that control of dating programs ts in the hands 
of the retailers and guided by the marginal distributors who have nothing 


lo sell but terms 
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Dating Plans (cont. 


Extending electric housewares wating to six months immediately upsets 


a distributors turn-over ratio 


kxtending of dating beyond three months ts increasing the cost of 


making ales and ine reasing equally the costs of handlin: the voods 


Credit managers dislike extended dating to retailers because it gives 
the less ethical a chance to play a tune on the cash resister with 


SOMeOT elss S Mone, 
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But the Ole r-all ple lure Is 


are a few bright spots 
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Hooper on Housewares: 


A Campaign To Profit By 


Not only can the distributor build sound sales volume by participating in the 
Electric Housewares Gift Campaign, but he also has the opportunity to dem- 
onstrate to the other branches of the electrical industry how important his po- 
sition is and what a vital part he plays in the successful distribution of electri- 
cal goods. An interview with A. W. Hooper, executive director of N.A.E.D. 


from participation in tne 
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NEW STEBER LIGHTING UNITS 
CUT INSTALLATION TIME 
AND COSTS 


MATCHED UNITS 
MAKE THE JOB EASY 


The Steber line, containing hundreds of 


lighting units and fittings, gives you a 
5 i gs, Z 
complete selection of durable, low cost 


matched units that simplify 

every installation. Their greater aday 
bility assures specified lighting resi 
as well as better appearance and li 
satisfaction. Lighting nits are 


wired with ample leads 
r 


Arthur W. Hooper STEBER FITTINGS 

Versatile Steberlite fittings make 

m ch of a st ike d easier, more economical, cut wiring til 
average combination and installation costs Lifetime cast 


the electri ) war minum units are available for 





clusters of up to 8 Steberlites. Eac 
is designed to doa specific job better 
1 


fit perfectly with all Steber fittings 


Steberlite units 


STEBERLITES 


10) se 


mmodates PAR I 


= am 
SSO) tr chron ite 
t lite, ing PAR-48 
d | lamps 


STEBER FLOODLIGHTS 


Steber Flood ights iré i¢ 








parking lots, construction project 


ping and receiving docks, serv 


tions, ail i i sports 


where 


iS required 








watt lamps 
‘ hoice 


assemblies 





/STEBER\ 22 


STEBER MANUFACTURING CO 
OF CALIFORNIA 
2425.4 er St 
b e 
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Providence Electric Used to Send New Salesmen Out Cold: 


Now They Use Their Own 





First — Recruit new 
salesmen with ads, 
then select after 
careful interviews 





Second — Coach them 
on the company's 


methods: accounting, 


Text continues on page 62 


See use of catalogs 


SALES TRAINING—which includes training on selling, com- 


pany procedure s and electrical products— grows in importance 


each vear. as the distributor’s business becomes more complex 


That is agreed 

But there are as many vie wpoints on how to handle sales 
training programs as there are distributors and distributors’ 
salesmen. Electrical Wholesaling here presents one firm's solu 


tion to its serious personnel problems, and strongly-worded 


views on why this solution was necessary 
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Short Course in Selling 





RECRUITING a: Providence Electric is through news- JNTERVIEWING p: 


paper ads—which give company name—plus agencies Murray ( 


men, vice 


and business contacts. Name is included in ad ¢ to the sales 


r rage second-time applicants 


men who obviously would not 





ACCOUNTING and billing procedur mefirscin CATALOG 

the new 15-30 da training period, ! owl ntr man. Here Cohn ke 
ductions to otl 

days are spent with rray nen, getting rier p re f pr 


and asking questions about the firm's operations represent 


Turn page for more on Providence Electric's training system > 





Third —Inside, turn them loose to learn the warehouse, counter 


WAREHOUSING is learned while working there COUNTER dealings witt tomers take up a portion 
Here Cohn unpacks and checks a newly delivered tele of the training period rain, Cohn learns stock 

m set. He checks delivery invoices, warehouse plus customer personaliti | needs. He next goes 

k and display models—thus backing up his cata- on the road; training periods vary from 15-30 days, 

ncrete knowledge of Providence depending on how the sal n shapes up on his own 


warehouse procedures inside and his eagerness to ‘get going 


Their Own Short Course in Selling (cont.) 





e Informal Training 
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Fourth— Outside, help them with customer contacts, sales meetings 





TELEPHONE contacts, once Cohn is o vad SALES MEETINGS 
en raged They cut do n of personal ills, n ike Here Murray ¢ 

s tollow-ups easier and mean tra iC lls t Conn presents ! 

thee from the road 


oO heip 


. Need Experience 
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THE SALESMAN’S TECHNICAL NOTES 


No. 16 





THREE -DPHASE TRANSFORMERS 





Trarnstor/ner Case v4 


c Primary winding 


Lal Nas) eed 
oan aie Gal 


r 3 leads fe be cormected ‘ 


fo “Gne” or “Supply” 


3 leads 7o be conned | 


to “Joad” 


A three-phase Transtorrner /S the eguivalent ot *three 
dential Sinjle-phiase Franslormesrs (17 @ SIPC CASE, 
Wound on a single core. Cormectiarrs belueer? fOrases 
are Usually prade wside case. Three fne~ (eads 
and three oad “feads are brought! ou? of 7he CASE. 


DELTA CONNECTION 
Line /eads 








The wy Wwindi119 of 
VANS TrOVISTOLIOIET 1S COP?- 
Nettled 1) Wella’. Jhe 

thre WINNMM1IF SCECTIAIS 
are hooked (7) farId er77 

and fhe 3 fire (eads are 
CONIC CTC A AS SOW /?. 


The conrectioris above are usuall 
simplitied form as shown below. 


WYE CONNECTION 
Linné /eads 





The primary ot 105 Traras- 
tormer /$ Cormecrea 1h? 
Wye or S7ar- Orle erid 
of Lach ot fhe ZF wWina- 
(19S 1s, hooked sogerher, 
and The 3 fine SCads are 
Connected AS SI70U//7. 


SF CLIC SCAITCA /77 
PCESC SIA OIT) CL 


Magrams Show corectieor1s o1ily arid do s9eF 777- 
aitale physical pestroras ef Fhe windings. 


DELTA | 





CONSTANT CURRENT TRANSFORMER 





WYE | 


SCOTT CONNECTION 





Pulley 


Se CCOnd ary 
(movab/e) > 
winding~ : weight 


Primary 
Gtaftonary)\> 
winding 


‘Core 


The Station” type constant Cur- 
rer? transtormer //Muastrarves 
the basic arrangement! of 
Component a. 


Counter. 


The Scot?” or T’cormectior7 
(Ss One Way FO obfarr7 
2 phase power 1Tor7 a 
3-phase Source or vice 
VESS2R. 


COMMON 
3-PHASE CONNECTIONS 


| DELTA - DE LTA| 
Lrittary GOCONAaTY 


_£y A 


Primary and secortdary 
are Leth CorvI7ecr%ed 177 
desta 


| DELTA-WYE | 


PLIMUMIMATY 
L 
N P i 3 
E ——g 
Prirnary 18 Conmmecvied 


in della, selordary 
447 WIE. 


| WYE - WYE | 


Primary Secondary 


L L 
} —~, 0 
N Pp 
E | D 


Phoagy wt / and SeCondary 
are Leth Ccomnrecrved (17 


[wve -DEL TA | 


Priviary 



































Secondary 


Privrary 7S Corrected 17 
ave, Secondary 177 
J 7a 


2 ; 
| OPE N DE LTA | 


Primary Secondary 


VW 


Tu/o singe phase transfor 
ers are offer connected fe 
trarstoren Sraa// amounts 
of 3-pliase Powe, a/Though 
the efticierity (8 /ower and 
TAe vo/fage /s /ess Constant 
than Thal of an installaron 
usirig Three FIANSTOIIICTS. 
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Pinpoints the Information You Need on 





Transformers-—IlI 


By W. J. Novak 
and J. F. McPartland 


A 


Instrument Transformers 


Next Month: Motor Controls 


April, 1955—ELECTRICAL WHOLESALING 65 





\\ il| JOUTS he 


OMEG} wire ON TIME PANEL . 
H15\ ; 


)( ‘Acagoland 
\N families SR portany 


he ’ 
+ ew A 
Le BEN 


FARM WIRING PANELISTS 


+ | This One 


fA suse wins 


TROPHY WINNER 
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SEEN AT THE AW MEETING 


Had Them All Beat by Far 


The Adequate Wiring Conference in C hicago had the largest registration 
the most active audience response and participation in the panel discussi 
in its | l-year history. These are the signposts that, if placed at the 


cal as well as national level, point to a bigger future for adequate wiring 
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Adequate Wiring Conference (cont. 


These Were the Highlights of the AW Meeting 


How to close more ‘wire on time" sales leads 





() 


Recommendations for wiring capacities on the farm 


Adequate wiring campaign material for 1955 available 


What's the best way to advertise adequate wiring? 


() 


Cincinnati ‘wire on time"’ program brought up to date 


The public is wising up on adequate wiring 
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when a customer agke fora time switch’. 


he needs it right away! A job is waiting 
for it... He will probably take any make 
of time switch you have in stock. BUT. 

you can do yourself and him a BIG 


favor if you 


—_—_—_—— --— 


ell him a Canae am 


It will do his job better. He can choose 





the low-priced Type B, single-pole, single 
throw in NEMA Standard 30 amp rating 
.ora Sangamo Heavy Duty Switch- 


available in models for almost any con 





ceivable application. 





you benefit two waye! 


YOU MAKE MORE MON 


You make a bigger margin of 
profit when you sell Sangamo 
Time Switches than you do on 
other makes of time switches. And 
they're easy to sell the indus- 
try's biggest advertising program 
has given them a ready customer 
acceptonce 








SAND 
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Handle ROEBLING and youl 


| 
' 


ROEPRENE 

ROEBLING Building ROEBLING Power Cable 

Wires and Cables Control Cables Roeprene (neoprene) Style RR Cables for 

a full line with every modern feature for (1} Roeplastic (2) Roeprene (3) Polyethy!l- all types of service requirements, 600 V 


every type of service ene and Roeplastic for all installations through 7500 V 


ROEWELD 


Welding Cable ROECLAD Portable 
Lead or trailing and electrode holder Power Cables 


recommended for high abrasive and mois 


ROECLAD Lifting 
Magnet Cable 


built for longest service life that will out- 


for sh Is, dred ir mpressors, etc. 
eae or shovels, ges, air comp , @ perform competitive cables 


ROEPRENE 
ROEPLASTIC RIG-LITE Wire 
Bus Drop Cable ... Single conductor in size Nos. 12, 10 and 8 


for connecting motors to bus system. | A. W. G., manufactured specifically for drill- 
ing rig service 


ROEPRENE Self- 
Supporting Drop Cable 


three-conductor...for overhead second- 
ary applications and service drops. 
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meet every wite and cable need 


ROEBLING Series soem oh ig 0 ROEPRENE 
Street Lighting Cable | Mine Cables 


> losti F 4 | hect resistant; ideal for generator, motor 
me uame ~ oe “a use in conduit transformer and oil switch lea for servi 
r r r rect rial. 

or ducts, or for direct buria up to 15,000 V 


YOU CAN CHALK THAT UP as one big reason why yo 
line. Whatever your customers want, there’s the rig] 
size—right construction—right insulation—and you « 
and prompt deliveries 

In addition, these electrical wires and cables are de ne 
high quality standards that have made Roebling the best ki 
wire products. Wrapped up with every 
which assure customer satisfaction an 


Distributors find, too, that Roebling wi 


are pac kaged with extra care; and the big, easy-to- 
read labels are a big help to instant identificat 
and more accurate inventory. But write a 
get the whole story on why the Roebling 
line is tops for distributors. John A 

Roe bling’s Sons (¢ orporation 


Trenton 2, N. J. 


' 


Subsidiary of The Colorado Fuel and fron Corporation 


BRANCHES: ATLANTA, 934 AVON AVE. + BOSTON, 5S! SLEEPER BY as 


ave. + CLEVELAND 3225 LAK EwWOOO HGTS. Bivo.+ OfnvEeR, 46 
ANGELES, $340 €. HARBOR ST. + NEW YORK, 19 RECTOR BT.+ oc 
“anny Ww. OLIVE® @ 3.* 8 MESTER. 1 FLlInT BT. + BT 


Tw BT. + SEATTLE, 9OO ST AVE. BS. TULSA cvenm 
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| , Better Designed 
“RACO BOXES Meare 
. | Better Finished! 
ALL CLAMP SCREWS ARE STAKED! 


Raco clamp screws cannot work loose. Clamps and screws and boxes 
are always completely assembled when received. Clamp screws are 


ri-Outs easily removed with 
one quic k, easy twist of a screw- 


driver. Properly located for 


extra long with tapered points for easy starting. 


4 


side or bottom entry. 


All Raco Octagon Boxes have 
Nail holes for quicker, ° 
ounded corners for perfect fit 

casicr mé nting 


in a round hole. 


The illustration at right shows 
how the Raco Pri-Outs are 
used in both side-entry and 


bottom-entry installations. 





RACO BOX No. 149—N CLAMPS 
There's lots of wiring room in this pop- , he RACO N CLAMP 


ular Raco 4 Octagon Box. Illustrated " : *s Arrows Indicate 


with the N Clamp for non-metallic . Pressure Points 
cable, it is available with any type of . 


Non-Metallic cables are gripped se- 
clamp to suit your needs. eee, ’ 
' curely by the Raco N Clamp. Stand-up 


design holds clamp open to receive 


YOU'LL SAVE MONEY . , cable. No fumbling. Smooth surfaces 

of the pressure points assure a firm grip 

WHEN YOU INSTALL with no danger of injury to the cable. 
RACO BOXES 
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portable cables 





PRODUCT 
of 


ERNE EE NT Se OF Onite 


RESEARCH 


| 


Wire W 
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<pirasss- 
> 


PROUDLY 
ANNOUNCES 


the 





A New Concept in busway systems that obsoletes all 
other methods of carrying current. 


* Low Voliage Drop in PLUG-IN AND FEEDER 
TYPES. 


* High Short Circuit Strength in PLUG-IN AND 
FEEDER TYPES. 


© ONE FLEXIBLE FITTING makes elbows, offsets 


—simplifies engineering and eliminates costly 
delays. 


* COMPLETE SAFETY because live bus bars at 
plug outlets and live connections in plugs are 


ellos: r ne | ca Chad Cll dt Lowe Coll! 


ELECTRICAL S 


BETHLEHEM, PENNSYLVANIA 





ECONOMY 





ELECTRICAL SWITCHGEAR 
BETHLEHEM, PENNSYLVANIA 


ARKETING INFORMATION 


SALES INFORMATION 








speed 
plant 
operations 


MIDGET 
Size 


t | 


substant 


ially to the efficiency my 1 flexibility of 
operations of all new and modernized plant irging your customers 
to install Midget ( POWERPLUGIN 

power distribution for small equipment 

and motors, return lubrica 


machine illumination 


Redesigned to broaden its use through in inc! ‘ percent 
R- 


ype 


in 


PLUGIN provides “plug in and go” 


of small equipment 


its capacity and by closer spacing of outlet lidget € POWE 


ey y ; 


) aftlords substantial savings Dy 
resultant voltage drop, and makes it 
: 


ind out of production lines without sl 


Midget € POWERPLUGIN is approv 
~ PI 

Laboratories for label service. It is only 
deep in size and is available in standard 
plugin outlets every 12 inches. Addition 


ire available on specific order 


Recommend this new and better syste 


your customers who are interested 
flexibility of plant operations. Your 


Sweet’s, will be glad to assist 


POWERPLUGIN. 


YO 


Srank Adam Electric Co. 


Phone JEfferson 3-655 


BOX 357, MAIN P. 0. eST 
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the famous 


ROYAL 
ELECTRIC 


ow AVAILABLE - 


e 
_ the color —— th 
stand out 


ckgrounds 











against all ba 








is Futty UL tistep 
ROYAL ELECTRIC RED ‘‘SJ" CORD 


HEAVY-DUTY MOLDED-ON RUBBER CAP 
AND CONNECTOR 


BUILT-IN STRAIN RELIEFS 
EASY TO DISPLAY AND SHIP 
COMPLETELY SAFE AND DEPENDABLE 


for LAWN MOWERS * HEDGE CLIPPERS 


orpER TODAY 


ROYAL ELECTRIC COMPANY, INC. 
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a © ee ~~ ae 
s 4% 
& 


HEAVY- pe dd RUBBEI 


JBBER EXTENSIONS 


packed in individual 


corrugated carton 


1650 


16100 100 
POWER TOOLS and 101 OTHER 
PAWTUCKET 


RHODE ISLAND 





FREE! 50 copies of this new 
Home Wiring Booklet! 


(BULK ORDERS $5.00 PER 100) 


Now...at low cost... your contractors and dealers can tell their 
homeowner-customers the vital story of 


ADEQUATE WIRING—WHAT IT IS—WHY IT’S NEEDED—HOW TO GET IT! 


ked in 16 pages, are the ABC’s of the adequate wiring 
) vital to your business today. It’s told in a highly 
xtremely readable manner. It’s plentifully illustrated 


is cartoons. There’s been nothing quite like this 





inadequate home wiring became a major problem 





rical business! 
POPULAR! 
getting attention! Its first edition of 
ee weeks after coming off the press. 


your house 
wn its wires? 





depleted by new orders and 


been truly surprising! 


AUTHORITATIVE! 
“The ABC of Home Wiring” was written in close collaboration 
with the National Adequate Wiring Bureau, representatives of 
public utilities, and leading electrical contractors. You can be 
sure of the data it contains! 
A LOW-COST TIE-IN! 


Kennecott offers you this booklet at less than cost. It’s part of the 
national advertising campaign now being sponsored by Kenne- 





cott to the benefit of the entire electrical industry. The first 50 
copies are free of cost to you. You can order as many more as you 
need below cost ... only $5.00 per hundred. 


Send a supply to your contractors and dealers — for mailing 





iveawavs pearhead local adequate wiring promotions! 


: 
your copies, send the order blank at right. 


Kennecott Copper Corporation 


Subsidiaries: CHASE BRASS AND COPPER CO: KENNECOTT WIRE AND CABLE CO 
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SEND THIS ORDER BLANK 


for your copies of ‘““The ABC of Home Wiring 
First 50 copies FREE i 
$5.00 per hundred 


additional copie 
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—— 
Sevelier 4 


No. 4300-P8 Phenolic Lampholder 


, EE Rugged Too! 


Defies Replacement 


What you don’t see in this modernly-styled Levolier® 
industrial lampholder is as important as its attractive 
lines. Built to eliminate replacement, the lampholder cap 
and casing is double thick impact-resisting molded pheno- 
lic. The screw shell inside is .006” heavier than standard. 
The housing, which screws together at the lever, encloses 
the proven Levolier® switch mechanism with either 

push button action or universal lever control. Mod- 


els include 4”, ¥%", 1/4.” and pendant caps. 


nti 
THE SAFE WAY 


to change lamp hulbs 
is with MSGILL adaptable 
lamp changers 


new desig” 


install it — forget it 


Lervlier 


SWITCH No. 41 


unconditionally guoranteed 


IT’LL LAST A LIFETIME 


You have no replace 
41 Levolier® switct 
so trouble-free and 
failur 
ntrol of fl : candescent ligt 
also FHP motors S rugee e molded pheno 


es better ir nd makes wiring 


teed against 


ting 


lic case fg! 


easier \derwriters 


Mo. 5025-SRG 


(7 
|| 


__ guard _ 


with the 
N.E.C. Approved 
grounding arrangement 


The $5025-SRG series portables use the 3 wire plug and 
convenience outlet adopted as standard by Underwriters’ 
National Electrical Code — 2 parallel blades 
shaped third blade for ground. It will outlast 
portables because all component 


and the 
with a | 
several “inexpensive” 
parts are quality built. Heavy steel wire cages, electrically 
welded and plated with bright chromate finish 


Levolier switch and keyless types with or without 16-3 SJ 


zine 


black rubber cord 


Available through leading Electrical Wholesalers 


" | 


McGILL MANUFACTURING COMPANY, INC. 
250 N. Campbell St., Valparaiso, Indiana 
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WEAVER | 


GROUNDING DEVICES 


ee Re ee | vo a oe 


Economical prices—ease of installation—trouble-free service 


Se 


all yours with Weaver grounding devices! 


; 
; 
; 
4 
' 
7 
- 


GROUND RODS AND CLAMPS 


ned f each other! RODS are con 
tron 


oe 


a 


POLE BOTTOM GROUND PLATES 


have 25% larger copper area tt 
rommonly used rc Tr at meons 


conductivity 


c ’ ‘ an ‘a 
Solderiess connector vit vibra n-pr . 
ock wasner assures Nhign pressure onrc ; r. Wholesaler 
hat sto 


1ys 


GROUND CLAMPS ui approveo 


n bronze for omplete resistance 
The re] ’ te 

ey re easy to use 

connections 


bronze clamps 


noetitively priced 


J. A. WEAVER 


bi Atif §6€=6 27110 HOWARD ST. - ST. LOUIS 6, MO. 


A 


phone CEntral 


April, 1955—ELECTRICAL WHOLESALING 





BEFORE vou 
SELL ANOTHER 
VOLTAGE TESTER 


And the cost is only $19.85 (just a few dollars 
more than an ordinary voltage tester) 


and tl} 
stomer learns the 
id tester, he'll 


AMPROBE 


world's largest manufacturer of snap-around volt-ammeters 


ELECTRICAL WHOLESALING—Apri/ 


1955 








PLUGS AND RECEPTACLES 


with ROUND PRONGS 

















INTERCHANGEABI 
UNITS: { 
REVERSIBLE 


~Y 
1A il 


ROUND PRONGS: give positive contact “RUTOMA 


ee GUARDED C' 
RAISED INSULATION ARC BARRIERS ee 


MITTUTT TY 7 pre 
INDIVIDUALI TIN 


IMPROVED WIRE TERMINALS 
Sold Nationally Through 
THE PYLE-NATIONAL COMPANY 


SINCE 1897 
PLUGS AND RECEPTA 


April, 1955—ELECTRICAL WHOLESALING 





FAatvCO VENTILATING FANS 


No other 
inexpensive 


“Extra “gives 
such push 

to your new 
home gales! 


= | OW (ont Ventilation ow Cont [nataflation 


MODELS FOR EVERY NEED - NO SERVICE CALL BACKS FASC 
lating far s for every b 
utility: KONNS it pric 


uaranteed 5 y 


MODELS 728-102) 


MODEL 880 


MODELS 847-1047 
OUTSIDE WALL VENTILATING FAN 


\ 


White Tod UJ 


ALL THE FEATURES 

BUILDERS WANT— FASCO INDUSTRIES, INC 

DESIGNED WITH HOME B45 AUGUSTA STREET 
ROCHESTER 2. N.Y 

BUYERS IN MIND 
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and here's why... 


It’s an all-purpose raceway that 
contractors like because... 


It goes in fast and economically 


¥. Hinge-type cou 


1,600 ft. of 
Wirewa was 
installed in 
Westinghouse 
KDKA-TV, 
Pittsburgh, Pa. 


NE Wirewa is 

available in both 4” x 4” 

and 6” x 6” sizes. Investigate 

the advantages of placing stock orders now! 


National Electric Products 


PITTSBURGH, PA 
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HARRY HUGHES Says... 
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‘Blackburn doesn't compete 
against their distributors" 
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Mount just one box and the 
complete service entrance 








system is neatly installed. 








New G-E combination load center with 100 amp main breaker 


eliminates separate disconnect, gives you 7 quality extras. 


You get all 7 quality extras at no extra cost 


Automatic 2-way alignment. Spring mounted 
" re 7 nment ‘ Dr 


eokers witt 


; 
Nting 


Straight-in wiring on all connections. Insert 


tighten screw; no looping. Grips like a bea 


Bonderite* treated. B 
steel the surface 


oth A G-E exc 


Full-length door witt 


kifisstondard equis 


Excellent appearance 


ty construction ond 


Snap-in installation. Plenty 
interior 1c 


*P ker ® 


For more information see your G-E Trumbull distributor or write General Electric Coms 


Trumbull Components Department 49-63 Woodford Avenue. Plainville Conne 


GENERAL @@ ELECTRIC 
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tested against the job 


th&finest fishing 


lif 


e 


ACCURATE Friction Tape being tested for 
break resistance 


Internatpol Testing Loboratories Inc 
¥ ACCURATE 

™% ; 
The result: a strength 
rating of 55 pounds 
. 


TAPES 
“% 
: 


ACCUMATE TAPE —~ 


4 
» 


2 


. 
. 
. 
. 
. 





FRICTION TAPE 
RUBBER TAPE 
PLASTIC TAPE 


April 


. 
. 
. 
. 
. 
. 
. 
. 
. 
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us for the New U.S. Royal 


UNITED STATES 
ELECTRICAL WIRE AND CABLE DEPARTMENT 
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~ to every 


Advertising campaigns are 
telling the story of the finest 
welding cable ever made! 
Every user of 
know about the new U. S. Royal 
Gold Fluted Cable 

When this latest development 
| 


Ss.” chemists and engineers 


welding cable will 


1 and tried out in 


WE ARE TELLING 

THESE FACTS TO 

EVERY POSSIBLE MARKET 
That's \ iy, industrial 


of 


Push U.S Royal Gold your 
customers are pre-sold! 


‘ 


Nas 
o-© 


ding Cable! 


RUBBER COMPAN Y 


ROCKEFELLER CENTER, NEW YORK 20, N. Y. 
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For breadth of line, 


LOOK 


With the newly expanded General Elec 
tric line of wiring devices you can handle 
job. Look over this line of 

outlets, lampholders, plates, and 

purpose devices. You'll find a wide 

broad range of grades, 

pecification and heavy 

low cost cé m petitive 

ything needed for com 

} r< 


s 


yr residential 


ne rew by the 


4 


luction of 102 new 
ind improve- 
ms. A completely 
was leveloped 
rance, sturdy in 
usive features 
da new line of 
AC switch 
witches, sey 
omponents 
cords, and a 


ets an 


1 cords. 
General Electric 
in 1955 
niy answer the 


s eeds, but can be 


ra service and long life 





G-E WATCH DOG STARTERS pr 


: 


NEW G-E MERCURY 
tiny ne » Ha 
t Ww 


product developments, and quality... 


TO GENERAL ELECTRIC 


Genera mprove the wirin 
the convenience of m 


with 


M 


as the G-E w ring device line 1s 
new products and 

. aap 
1 to save is offered along 


i 


Extensive 


Electric 


| 
is constantly deve loping 
ire designe< 
s ie 
il Electric dev 


' 1 
easy: like self Always, Gener: 


new ideas. Some improvements 
installation time and make wiring 
tapping, plaster-cleaning scr ractor and his customers de; 
all switches and outlets sition for quick ring Device Departm 
mounting by fil washers rovidence 7, Rh« 








SYSTEM, « 


“ 


G-E REMOTE CONTROL WIRING 


M 
vi 


zg 


Progress /s Our Most Important Product 


GENERAL @@ ELECTRIC 





CLARK Tyee MM, 
MACHINE 
LIMIT SWITCH 


FRONT-LEVER TYPES REVERSE-LEVER TYPES 


aaa sik 


—,) 


Operating Levers eoveererceses cece 


SHIPPER 
STRAIGHT LEVERS ROD 


f TRACK TYPE PLANER TYPE 


6666 © Oe 


Write for Bulletin 102DM 


WZ CLARK © CONTROLLER Company 


Engineered Electrical Control 1146 East 152nd Street 
“U 


* * Cleveland 10, Ohio 
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... Unusual construction calls for 


aerially-installed cable with submarine-type insulation ! 


PHELPS DODGE COPPER PRODUCTS 


CORPORATION 


SALES OFFICES: + 
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Lamps Branded with 


the CHAMPION DIAMOND 





Give You a New Jump on 
LAMP VOLUME AND PROFIT 


Incandescent ind Fluores« if our customers 
ean unsurpassed re putat ntor qu | W ith ( hampi ms 
impion I if pP Works nas cot Your met 


they'y 


CHAMPION LAMP WORKS 


yan, Massachusetts 


A DIVISION OF CONSOLIDATED ELECTRIC LAMP CO 
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@e 


» 


AOZI YW G1 





- 
© 
2 
r 
~ 


5 
\ “ 
“ug qd) » 


LIFETIME (uiette SWITCH INTERCHANGEABLE (uiette SWITCH Junior ( Jui (Te switen 


A-H QUIETTE Switche 
anr , Available ir 


LIFETIME — Specification grade. Screwle 
Junior Screwless WIRE-LOCK Terminals 
INTERCHANGEABLE — Specification grade. Scre 


Mod f 4U-4 olf 


ARR O WJ . = _ nae WIRIN EVICE v ‘ Ew 

THE ARROW-HART 4 HEGEMAN ELECTRIC CO. 
103 HAWTHORN STREET HARTFORD 6, CONN 

OFFICES, SALES ENGINEERS AND WAREHOUSES IN. ATLANTA. BOST sv 

CHICAGO, CINCINNATI, ¢ ELAND, DALLAS, DETROIT, INDIANAPO 

LOS ANGELES, MILWAUKEE. MINNEAP NEW YORK, PHILADELPHIA 

ST. LOUIS, SAN FRAN EATTLE AND HAVANA BA 

in Conedo: Arrow-Hort & Heoe 4 itd, Mt. Dennis ‘ 

Im Englond. Arrow Elect - es Ealing, t 4 ws 


Q ° WIRING DEVICES MOTOR CONTROLS 
ENCLOSED SWITCHES APPLIANCE SWITCHES 
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IT’S TRIANGLE 
For Rugged, High Quality Power Cables— 


Cle the Way Through / 


Don’t judge a power cable by its cover alone. !f | Cables. You'll find that every protective layer is 
you want reliability in high voltage cables, made of quality materials that give you extra pro- 
check the complete construction of Triangle Power tection, extra benefits. 


TAPE AND BRAID [nen 


(Meets 1.?.C. EA: Standards. RUBBER ; ; 
Listed by Underwriters’ labore. OUTER BRAID INSULATION The braid covering on this Power Cable fs 


tories, Inc.) " made from high quality, long staple cotton 
¥ | or glass filament “GLAZON” braid or a 


combination of both, depending on the size. 
: Underneath this tough braid is a layer of 
fibrous tape which is substantially as thick 


1 as the outer braid itself. This tape is a 
strong fabric, thoroughly impregnated with 
TINNED COPPER CONDUCTOR a rubber compound 
(Solid or Stranded) 


The insulation on these two cables is Triangle’s famous “Adaptal” (Type RH-RW) insulation. This insula- 
tion is a high grade rubber, expertly vulcanized. Repeated tests prove that this insulation is far superior 
to normal insulation in its moisture resistance, heat resistance and long life. It is approved by Under- 
writers’ for service either in wet locations at 60°C or dry locations at 75°C and exceeds Underwriters’ 
specifications for either RH or RW. 


FIBROUS TAPE 
LEAD COVERED [Braid Optional) 


Meets 1.P.C.E. A. Standards RUBBER 
Listed by Underwriters’ Labora LEAD SHEATH INSULATION Where excessive moisture is expected to be 


tories, Inc 


encountered, specify Triangle Power Cable 
with the lead sheath. It affords extra pro- 
tection against moisture, corrosion and 
mechanical damage 





TINNED COPPER CONDUCTOR 


(Solid or Stranded) 


NEOPRENE 


OZONE RESISTANT pees 


(Meets 1.°.C. EA. Standards 
Listed by Underwriters’ Laboratories, Inc.) 
Here's the absolute tops in Power Cables. Where high voltages raise the pos- 
sibility of destructive ozone, Triangle’s “Triozone” cable is the answer. 
Triozone insulation is a butyl-rubber base insulation that defies ozone and 
protects the outer neoprene cover, 
In many cases a semi-conducting tape is applied over the stranded conduct- 
ors for further protection. 
A tough fabric tape is applied over the ozone-resistant insulation. When 
required, a tinned copper shield is applied. On top of this is more tape. Then — 
@ special neoprene jacket that is resistant to oil, heat, sunlight, flame and 
corrosive chemicals. 
OTHER POWER CABLES produced at Triangle include — Control! Cable — 
V. C. interlocked Armor Cable — Parkway Cable — Varnished Cambric — 
and many others. 


TRIANGLE CONDUIT & CABLE CO., INC. 


NEW BRUNSWICK, N. J. 
Manufacturers of Arteries for Electricity, Liquids and Gases 
WIRE + CABLE + CONDUIT + PLASTIC PIPE - BRASS AND COPPER TUBE 
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@ symphony 
of form .crid 
texture 


GRATELITE is to form what verse 
is to prose: A 


more harmonious, inspiring 
vehicle of thought... which creates ao mood, an 
here of warmth ond richness. 


At 


C 


ve geometric pattern appears 
delicate mod c 
nto 


one s 


ses 
GRATELITE—truly a creative work of art—a distinctive, 
design 


which blends with its surroundings—different from 
anything which has before been 


ne 
Dror ght to life. 





trusted name in lighting since 1902 


about 


SORGEL 


air-cooled dry-type 
transformers 


“The unique arrangement for entering conduits and roomy 
connection compartment 
“We needed a quiet transformer, so we selected SORGEL.” 
“We like the wa\ ne yt) Kva et upped with V all nrackets. 
With another make we had to n 
f K pe risé ” 
“When we turned on the 
quiet it was.” 
‘The solderless terminals sav 
“Upon checking the reason for th ircuit breaker going out 
req ue ntlv. we foun ne insiorme wa arrying over- 
loads ip to 25°, at 

job done where 

, Kva single phase ‘Wi t} ‘Underwriters’ 
question trom 


enjoyed nice 


QUALITY 





Complete Line Stock carried by jobbers 


ee ee ee ee ea in the following cities: 
Kva to 3000 Kva 3-phase 2-phase 
and phase changing 

standard voltages, such as 120, 208 
240, 480, 600, 2400, 4160, 4800 
7200, 13,200, and up to 15,000 volts 
end any intermediate or special low 


er voltoge 


Also Special Transformers Consult the classified section 


of your phone directory, 


and Saturable Reactors or write to the factory 


SORGEL FLECTRIC C0 832 West National Ave 
s Milwaukee 4, Wisconsin 
50 Kva wall mounting transformer 40 years experience in the development, manufacturing 


with front pane! removed, showing roomy connection ond application of tranclormers 
compartment and solderiess terminals 
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proved best by actual fish test 


BETTER CORROSION RESISTANCE 
GREATER THREAD PROTECTION 
SUPERIOR WORKING QUALITIES 


National Electric Products 


PITTSBURGH, PA. 
3 Plants « 10 Warehouses * 36 Soles Offices 
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See 
505 
snore sa 





NE XDUCT 
CONDUITS 


» more than twice as easy to start 
« 66% easier to fish on constant pull 


WRITE FOR THIS FREE BOOKLET TODAY! USE THE COUPON, 














pats 
TE LINE 
IDLIGHTS AND Sede 
YOUR LIGHTING NE 





al 5°48 aS tong item. 7.) itis vougtl il, lemees 
6011 BROADWAY ° CHICAGO 40, ILL 


ible in Canada thru Curtis Lighting Ltd... Leaside. Ont 











SERVICE STATION 


a 
we 


STREET & ROAD LIGHTING 
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VACU-BREAK SWITCH UNITS SMOTHER ARCS be STANDARDIZED, INTERCHANGEABLE SWITCH UNITS 


e e e extend o the 5 


BULLDOG VACU-BREAK 
POWER PANELS ARE 


COMPANY 
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NEWS FOR THE INDUSTRY 
Homebuilders Overproducing? a ears 





and it won't be too 
before 


it begins to show up in 


juite 4 me Favorable 
Bankers, economists, businessmen air bright and dim views. 


-cord national in 


of spending, 
of 1954 which 


wigage terms, and 


Some housing experts feel backlog caught up, construction 


a 
should level off at a lower rate. February a record month. f building activity 


M 


ot mortgage 


vice president 


Banker Ir 


1ersot 


ust Co 
have hinted in the 


that part of th 


‘ 
onomuc fact er rule are urged by 
to outrur z teff or vice president 
need to nk of Utah. “No 
40-year mort 
to builders 
wn pa 
d a maximun 


should be 


Om 


yment of 


cor 
It would slow 
boom in hous 
detrimental 


dustry and the 


lations—Pr 


ner 
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SALES OFFICES 


MORE DEPENDABLE 
PROTECTION 


BETTER LIGHT 
EASIER 


EXPLOSION- MAINTENANCE 
PROOF 


“SERIES H” 


LIGHTS 


WATTAGE QUICKLY 
CHANGED ON THE SPOT 


Cast Aluminum Construction. Ruggedly designed 
adapter, globe support, splice box, and globe 


} fASY TO RELAMP 
WITHOUT TOOLS 
, enere be 

7 e 


"Killark...a fitting name to remember” 


ELECTRIC MANUFACTURING COMPANY 


ENTRANCE FITTINGS + CONDUIT BODIES + FLUSH SWITCH FITTINGS + EXPLOSION PROOF FITTINGS + VAPOR TIGHT LIGHT FIXTURES + EXPLOSION PROOF LIGHT FUNTURES ~ SEALED Lam PortuRrt 
Vandeventer and Easton Aves. St. Louis 13, Missouri 


ATLANTA 69 Milk SNOW DALLAS 1903 Griffin St PHILADELPHIA 2014 Chancellor St 
ane BOSTON 49-51 D St DENVER 1073 Golepage PITTSBURGH 50 26th Se 


WAREHOUSE STOCKS BUFFALO 278 Johnsen S DETROIT 8319 Mack Av SAN FRANCISCO 714 Horrison St 


CHICAGO 1528 West Adoms & LOS ANGELES 412 Seaton § st SEATTLE 4) 130 First Ave., $ w 





SALES OFFICES 


BALTIMORE 11 W. 25th Se COLUMBUS 2700 E. Main St MINNEAPOLIS 826 Andrus ids 











| slant the letter “'C number one, two the letter “‘B’’ . the 


NO 
RETAIL 





af 
—=\ ABSOLUTELY 


=| WHOLESALE 
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the New BUCHANAN 
Snap-On SPLICE INSULATOR 


SELLS ON SIGHT... 
i the perfect answer for all 
circuit wire spliting 
NATIONALLY ADVERTISED... 
your customers are reading 
about it this month in: 
x, CONTRACTORS ELECTRICAL EQUIPMENT 


ELECTRICAL CONSTRUCTION AND MAINTE- 
| Of course I'm in the electrical business. Now give me ten feet of three NANCE. QUALIFIED CONTRACTOR. 








| letter “xX ATTRACTIVELY PRICED... 





bound to ring up volume scales, 
with handsome profits for you. 


CONVENIENTLY PACKAGED 
. in sturdy well-labeled 
Metal-Edge boxes. 


PRICED RIGHT! 
PACKAGED RIGHT! 
SELLS ON SIGHT! 


You just con't miss Be ready to meet 
the demand—Include Snap-On 


Insulators in your next stock order 


GET SPLICED TO GREATER PROFITS 
THROUGH 


a. ae “BUCHANAN” Now! 
MANUFACTURERS STOCKED t SF oa ’ ; 


Ecectricat Propucts Corrorartion 
Hillside, N. J 
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Cut-away view of new insulator shows metallic retainer ring 
which securely positions and holds insulator on installed 
Splice Caps . . . No wrapping. No threading. No vibration 
worries. Just snap it on! 

Easily installed on both rigid and flexible wire splices. Snaps 
on with equal ease in any climate .. . No wasted time. No 
wasted labor. Jus? snap it on! 


Approved for applications up to 105 C 


Use new Nylon insuletor «2007 
on Splice Cops *'s 2004, 20045 


Now ... your choice of splice 
insulators —familier Viny! insv- 


lator with turn-up security ring or 
new snap-on Nylon insulator — 
both available from Buchanan 
both UL and CSA approved for 
use on Buchanen Splice 

Caps up to 600 volts 

on building wire ond 

1000 volts in fixtures 


2006, 20065; «2014 on *'s 2011, 
2011S. New Splice Caps *'s 2006 
end 20065 take from 

2 «18's thru 4 #12's 
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NEW BUCHANAN 
Snap-On Insulators 


Now you can perfectly insulate a splice with 
greater ease, speed, and simplicity thanks to the 
brand new companion to the familiar Buchanan 
Vinyl Insulator... New one-piece snap-on-and- 
lock Nylon Insulator with internal metallic re- 
tainer ring assures fast factory-perfect splice insu- 
lation ...evenin extremely cold weather... even 
on flexible wire. 

With Buchanan's C-24 pres-SURE-tool with exclu- 
sive 4-way crimp, you can splice from 2 +18's 
thru 2 46's with only 2 sizes of Splice Caps... 
now with a choice of insulators. 

Get the facts now — 


write today for new Bulletin w4 


ghee 


ELECTRICAL PRODUCTS CORPORATION 
HILLSIDE, NEW JERSEY 








LETTERS 


WHAT YOU SHOULD KNOW ntl ape 
ABOUT — 


STEPDOWN TRANSFORMERS 


(YOU CAN SELL THEM) 











Stepdown Transformers are compact and economical units that can be plugged 
into a 200°240 volt power supply to provide 115 volt 60 cycle current. 


The ever increasing trend toward distribution of power at higher voltage brings 
Gbout conditions where old 110 volt lighting circuits are often changed to 
240 volts. Under such circumstances electrically powered office equipment and 
small shop tools requiring 115 volts, can obtain their source of power by 
being connected to an Acme Electric stepdown t ansformer 


(EXAMPLE 1 

In @ suite of doctors offices, window air conditioners, requiring 230 volts, 
necessitated changing the entire electrical system of the suite to 230 volts 
Individual stepdown transformers ranging from 85 watt to 500 watts were 
then used to supply 115 volt current to the electric equipment in this suite. 


EXAMPLE 2 
A manufacturer of dresses, transformerized each sewing machine so that 
individval machines could be shifted in production from one style to another 


simply by plugging into the 230 volt power circuit 


These are instances where Acme Electric stepdown transformers have 
economically solved a problem 


wott copacity units 
windings for use on 
volts. These units 
primeory cord and 
signed with bBwyilt-in 
for secondary 


2000 wot! capacity 

s designed with 
connection box 

with knock-out holes to 
permit conduit connec 
' n Unit moy be 
mounted in most prac 
tical and convenient po 
sition Mounting base 
oavtomatically provides 
for free air circulation 


Write for Stepdown Transformer 
Cateleg and pr ‘ 


ACME ELECTRIC CORPORATION : 


Oe ee ere CUBA, N. Y. Copper Prices Rise 
West Coast: 1375 W. Jefferson Bivd., Los Angeles, Calif NEW YORK. N° 
In Canada: Acme Electric Corp. Lid. * 50 Northline Rd., Toronto, Ont. mV ! LK IN 


) | 
! i 
\ 
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CAROL CABLE COMPANY 


Division of the Crescent Compeny, inc Pawtucket, Rhode island 


Serving Industry for more than 30 years 
*FOR COMPLETE INFORMATION, WRITE DEPT. EW 


109 





NOW AVAILABLE 


FROM NATION-WIDE WAREHOUSE STOCKS* 


BIG CABLES 


WITHAHE SUPERB 


OUGHNESS 


AND 


KIBILITY 


ND ONLY IN 


WESTERN INSULATED WIRE CO. 
Los Angeles 58, California 


— han 


MARYLAND © BOBT 


erTeorrT. #ICHIGAN 


“ MASSA 


* “IN . S MINNE 


* ZANGAS TY “se e 
eOTs «© NEW YORR 4 FY * F AOL PHA PENN © BAN FRANCIS WASHINGT 


110 


EORGIA © BALTIMORE 


Co-ops In High Cost 
Fuel Area Look To Atom 


Lewis | 


Ator 


WASHINGTON, D. ( 


— 


( 


Wiremold Elects 


J. D. Murphy President 
FORD, CONN —] 
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PAUL L. OSTEEN 


Conforms to the standards 
of the Electrical Service 
Connector Institute 





Graybar Names R. N. Ness 
SAN ANTONIO, TEX aa 


‘ 
‘\ 


Fabricated from high strength alloys (better than 

average steels), the Dosson "'F’’ is cold-formed for 

Stanley Electric Moves uniform quality Maximum contact pressure is 

To New Location assured by a high translation of i jhtening 

torque. Full length pressure bars with rounded 

mee, IN edges prevent load concentration and crushing 

of conductor. Built to withstand high overload, 
vibratio Highly corrosion 

resistant 


Mail coupon for FREE 
Dosson ‘‘F’’ Connector 


G CORP 


; MF 
DOSSERT Brookly® 


22, N.Y. 

249 Huron St-. 
EEIl Convention Gentlemen 
To Los Angeles Please rush 


‘ ‘ ‘ ' sheet 
rw YORK NI ¥ 


on F 
free sample Doss 


veaes of 
TECHMICAL 
teow noe 


April, 1955—ELECTRICAL WHOLESALING 





Frank A. Blesso, Inc., 


Good news travels fast. Be ready to furnish . 
A WORD 10 Wild WISE complete information to lighting contractors Moves Operations 


who read this important announcement 
HARTFORD, CONN 


Labor costs cut more than 50% 


ON CONTINUOUS RUNS OF 
GARCY LIGHTING INSTALLED 


with new Seed-Lire’ system 








WITH 
Saeed-Line 
FIXTURES ARE 
PRE-ASSEMBLED 
AND PRE-WIRED 
AT FLOOR LEVEL 


no separate 
external mounting 


channel needed 


WITH 
ENTIRE RUN IS 
RAISED TO CEILING 


AS A SINGLE UNIT 
+. and uses 
fewer stem hangers a 


WITH 
Saeed-Lline 
YOU CAN DELIVER 


PREMIUM = > 
LIGHTING , Boggis-Johnson Increases 


AT THE COST OF Space To 50,000 Sq. Ft. 
STANDARD i MILWAUKEE, WIS.—The Boggis 
FIXTURES Ss ; macnic Cumeany anid * 


x 
‘ 


GARCY Quality by Design 


GARDEN CITY PLATING & MFG. CO. 1740 N. Ashlend Ave., Chicago 272, Il! 
In Caneda: Garcy Co. of Canada, itd, 191 Niagara $!., Toronto 
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ling will provide nearly 150 per ra 
7 _— . ae 6 v8 pen ; : MEW BUSINESS 
Ce 


n. There is als 


istomer parking. Th 


been leased from a! 
4 at 
"Cus pat o 


A COMPLETE LINE OF 3-WIRE 
GROUNDING DEVICES TO MEET 
CODE a, Te 


Boggis- Johnson 


lependent 


Westinghouse Lighting 
Promotes Huerkamp 
CLEVELAND, OHIO—Ed 


Huerkan Pp is the new 
He 
been nam 
No. 5273-L Rugged 3 -Wire Caps 


with U-shaped Blade 
for Grounding 


Heavy-duty 
Composition Adapter 


No. 5262 


estinghouse El rporation’s ¥ ~ 
I . | : \A, 
rer of the firt nortl ex istrict “ ian 
uerkamp has been sales man ' { 
} is cipier . ) i 
cs i \ iv i¥ i ? { \ j > 
kamp served as chairmar both the Specificotion Grade 
t, ' na na nrerr : n , Convenience Outlet 
e third and fourtt (position Whenever grounding is a “must,” 
E 3-wire grounding caps (see right) ; 
1ES 1955 Conference ave your taviaties aw 
As you know, cops of this kind 
September in Cleveland with U-shaped grounding blade No. 5264 
, . . —_ ore required by N.E.C. and UL Armored cop 
| : T) ( he news 
( LEVEI ANI OHI 4 I : “ on mony types of portable electr ol with cord grips 


equipment roted 125 volts or less 
No. 5274 


Finger-grip type 


Point is this: Some of yo 


dustriol customers are going 
be surprised when they receive 
portable tools and machine tools eq ed . a 
this new 3-wire coc i. wy resent co plug-ir 
— 
problem unless they hove the r p! ‘ 
odapters, connectors, etc o a 3 ne 
U-shaped grounding blade ' 


No. 5278 


Don't miss this chonce to 
Moter Piug Base (male) 


devices they need Hubbell s comple 
ne IT rv ff. lint grounding line meets every requirement, satis 


fies the to industrial standord for rugged 
Pp vv 


r 
tel 


dependable performance 
sf 
Wehle Electric s New Also a complete line of 250-volt rated 
Quarters 30% Larger grounding devices. Literature on request 
No. 5279 
BINGHAMTON N.Y W ehle Motor Piug Base (female) 


HEAVY DUTY 


Ce itn 
WIRING | )) DEVICES 
a) 


wig 





FACTORY WAREHOUSE LOCATIONS ASSURE NATIONWIDE STOCK AVAILABILITY 


37 Sevth Sengemon Street = Nerth Sento Fe Avenve 11-15 Pork Piece 542 Netome Street 
Chlcage 7, filinols les Angetes 13, Callfernic New York 7, Mew York Sen Francisco, Catifernie 














2 Alcoa Subsidiaries Get 
FULLMAN FPC License To Build 
atrobe WASHINGTON, 


mlcYalgteel im ageleltlar: 


( 


Yar. Le Yoies 
S/ 


ADJUSTABLE 
WATERTIGHT 
FLOOR BOXES 


s 
NON-ADJUSTABLE 
WATERTIGHT 
FLOOR BOXES 


* 
ADJUSTABLE 
ey N [ema tele) mi -lep 43: 
iy me | 
* 

FLOOR JUNCTION 
BOXES 


UTILITY OUTLETS 


. 
NOZZLES AND 
FLOOR BOX 
ACCESSORIES 


. 
INSULATOR 
SUPPORTS 


® 
PIPE AND CONDUIT 
HANGERS 
* 
ARMORED 
CABLE SUPPORTS 


CABLE CLIPS Essex Buys J. M. White 

7 ' VNIE TA ' vy 

STAPLES ‘oe X ok, EE “ 
. 


FISH WIRE 


Pullman Manufacturing Co. 


1209-1215 JEFFERSON STREET 


PAYEE ree AS 
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Chicago Wholesaler 
Changes Officers 
CHICAGO, | ILI 


—— 
Lev-o-LoOcK 
DEVICES 
TESTED FOR 
QUALITY AND 
PERFORMANCE! 


—srameemnstaenretee = 


Electric Ce 


Halsted Sr, Ch 


Michigan Wholesaler 
Starts Local AW Program 
KALAMAZOO, MICH I 


Every LEV-O-LOCK device is carefully checked and inspected before 
leaving the factory. Individual items are selected at random from the 
production line and submitted to exhaustive tests in the new Leviton 
Testing Laboratories. The “pull-out” test, illustrated, is just one of the 
many tests to which these devices are subjected 


LEV-O-LOCK, the modern design electrical connector that locks securely 
with a turn of the cap, to provide a secure connection that will not shake 
or pull loose . assures uninterrupted flow of power. LEV-O-LOCK 
devices are a must in factories for all electrical equipment; in offices 
for electric office machines; on farms for electric milking machines; in 
the operation of portable power tools and other electrical apparatus 


These new devices incorporate every up-to-the-minute advance in design 
and engineering. New features include heavy gauge phosphor bronze, 
double wiping contacts for all receptacles. Extra large terminal screws 
and ample room make wiring fast and easy. Rigid quality control from 
raw material to final inspection is your assurance of a superior product 


Try LEV-O-LOCK yourself and you'll) agree that LEV-O-LOCK devices 
are tops for quality and performance at sensible prices. Why pay more 
when the best costs less! 


LEV-O-LOCK devices available in 2, 3 and 4 wire caps, con 
nectors and receptacies in 10 and 20 Amp, ratings. Also 3 and 4 
wire rubber caps. Listed by Underwriters’ LaboratoriesandC.S.A 


your hast gobs are done with 


teroture LEVITON MANUFACTURING COMPANY * Brooklyn 22, N.Y 


Chice Los Angeles Levit 4 mitted. Montre 


y AMERICAN INSULATED WIRE COMPANY 





NEW LIGHTWEIGHT 
HYDRAULIC BENDER 
BY GREENLEE 





opens up even bigger sales opportunities 


for you on the famous Greenlee line 


eo 
Big Price Cutting Over 


On Heavy Equipment 
NEW YORK, N. Y—Pric 


CREENLEE 


GREENLEE TOOL CO., 1844 COLUMBIA AVE., ROCKFORD, ILL., U.S.A. 


anc ma 
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hrm during that period 
fot all the utilities rook advantage 
he price drops and most bu 
now are reported to feel that 
period of deep cuts has passed 
[Improved manufacturing efficies 
may have made some price trimmin CARTRIDGE FUSES 
I VUclin " 


FOR QUICK, DEPENDABLE 
PROFITABLE CONNECTIONS 


SPECIFY EAGLE RANGE and DRYER DEVICES 


Now Eagle offers a COMPLETE LINE of quality, dependable 

easy-to-wire devices—Flush and Surface Range and Dryer 

Receptacies; Range and Dryer Cord Sets; Flush Receptacle 

Plates. To be sure of the connection thet looks best 

QUICK CHANGE performs best, and produces best profits—specify EAGLE 
DEVICES 


ah, wale 
ft 

——i —_/ WEWFLUSH RECEPTACLES 

_ FLUSH RANGE RECEPTACLE 


3 Wire Polarized 
50 Amp—250 Volts 
Cot. No 122 


























New York Wholesaler 
Drops Housewares Lines 
NEW YORK, N.Y 


with WEW Easy-To-Wire QUIK-LOK — 


FLUSH DRYER RECEPTACLE 


with “i” Shaped 
Grounding Sict 





CUBE TAPS 


“oo j | rminals 
with NEW Easy To Wire QuIK-LOK «Term 


R 
> FLASH! ‘55 BIGGEST DRYER — 


CcoRos 
—_ _—— 


EAGLE means an organization of trained engineer 
production experts and experienced factory em 
ployees, quality-conscious. All EAGLE product 
are sturdily built—attractively boxed. Prices ar 
kept low by 3 modern plants that basically produc: 
all materials whether plastic, screw shells or screw 


SOLD THROUGH 
WHOLESALERS 
ONLY 


EAGLE ELECTRIC MANUFACTURING CO., INC. 


LONG-ISLAND CITY 1 «+ NEW YORK 


“‘Perpection (a not an Accident 
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one which ts with- 
regret. However 
the light « ing conditions, there 
appears no other sensible course t 
pursue 
President Les] E. Latham, when 
irional mment, de 


mpany s 


ny tate 

We srcnester 

Defective Installation 
Top Cause In Fires 


NEW YORK N.Y 





STEP 


TO PROFITS. 


IMDUSTRIAL EXHAUST FAN 


Sell the line that covers all applica 
tions from attic ventilating to big com 
mercial and industrial jobs— PEER 
LESS. You sell more and earn more 
when you stock Peerless Electric fans. 
Peerless engineers work with you to 
iron out engineering problems. We 
solve them and help you make the 
best possible bid. You build profits Seven New Members Bring 
faster because trouble-free Peerless NEMA Total to 571 
products eliminate expensive call 
backs that eat into earnings. Finally, HICAGO Sev 
you get fans and blowers that are 
completely designed, built and guaran 
teed by one manufacturer—-PEERLESS 
ELECTRIC—a famous name for more 
ain than 60 years Check the Peerless 
{a ene | profit line today. Write for Bulletin 
Gay SDA-160. It gives you facts and 
— “Guaranteed Ratings” on America’s 
fastest growing line of fans and 
blowers. 














FANS . BLOWERS . MOTORS 
ELECTRONIC EQUIPMENT 
=— PEERLESS ELECTRIC 


THE PEERLESS ELECTRIC COMPANY «+ 1403 W. MARKET ST. «© WARREN OHIO 
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OMpanies als joined the wire ind 
able section. These are American 
Steel & Wure division of the U. § 
steel Corp., Cleveland, Ohio; Narra 
tt Wire Co, Pawtucket, R. | 


ind Walker Brothers ynshohocken 


The addition of these five 
increases the membership 
rion to 39 members. These 
panies are Said to have s 
pen market, more than §$ 
nsulated electric wire and 


STANDARD 
FOR 2” PIPE 


Also available 
FOR 2'2” PIPE 





Electronics Industry 
Put At $9 Billion Yearly 
PHILADELPHIA, PA—The ek 


s ldustr enti s hl 


but the house and conduit 


Here is the only Service Entrance Mast K 
nple ne rox 
ishing even necessary bolts, r ‘ 74 
screws and nails. Can be smiutalled by an 
electrician, wth electricians tool 

Cut down installation costs with these 


easier, quicker to install, service entrance 


te in every detail—includ f 





ast Kits 
Here is a complete list of the parts » L 
this Porcelain Products’ Service Mast K 


n 
UL approved Service Entrance Cap and Bell 
Reducer 

». Galvanized Roof Flashing and Storm Collar 


\ Reof Mounting Plate of new and origina! 
design 
\ Conduit hanger with 24 lag screw attoched 
. me e ft c \ Slip-fitting offset reducer with interior ground 
ing device 
\ All necessary bolts, nuts, log screws and 
nails 
. Plue—Porcelain Products’ fomevs 2061-C 
Pipe Mounting house brackets os specified 


WRITE FOR DETAILS TODAY! 





ELECTRICAL PORCELAIN SEIMCE 1¥B4 


CATALOG NO 

— NO WIREHOLDERS 
— 1 WIREHOLDER 
— 2 WIREHOLDERS 
— 3 WIREHOLDERS 
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You can get WHAT you want 
WHEN you want it from the 


4 -& seed, i 


QUALITY LINE 


WIREWAYS ANTI NG 4 P BOKE 


f 


pment direct from modern factory warehouses 
production, no delayed deliveries, no fooling 


partial shipments. And it all adds up to lower 


ister turnover! more 


satisfied customers for you! 





KEYSTONE WIREWAYS ond Auxiliary 
Fittings have all the time-saving, 
money-saving features your cus- 
tomers want. They're quickly, easily 
installed, readily adaptable to any 
power distribution system. Available, 
too, in both flanged and flangeless 
styles and a wide range of sizes 
ond lengths ... from 2A” x 2'A” x 
| ft. through 8” x 8” x 5 feet long. 


KEYSTONE CUTOUT BOXES and Pull 
Boxes are furnished in Type “A” 
with hinged cover, Type “SC” with 
screw cover. Both feature a formed 
construction strongly fabricated and 
securely welded .. . with adequate, 
ecsily removable knockouts. And 
both types are available in a com- 
plete range of sizes . . . stocked for 
prompt delivery to meet your needs. 


KEYSTONE SWITCH BOXES and Outlet 
Boxes are loaded with extra quality 
features! BX or Romex clomps are 
already assembled with nested fit 
for easy pulling of wires. Knockouts 
and pri-outs come out double quick 
And tapped holes are extruded to 
provide extra thickness, eliminate 
stripping of threads. Even mounting 
brackets make installation easier. 





oD 
ar LCEYSTONE MANUFACTURING COMPANY 


to figure on 


_Keystone _.. the Complete Line of Wiring Installation Equipment 


Sold Only through recognized Electrical Distributors 








j 


becryrry rm + 


lal 1ozen radios 


e Biggest Customer 


Describing 


ment as the biggest 


he electronics in 


percentage 


ot 


l1eTense 


Say 80% Of Workers 


Under Security Umbrella 


YORK, N. Y— 
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e Workmen's ( om pensation 


} 


e Paid Sick Leave 


e Sick Leave Benefits Not Abused 


Warehouse To Open 


MASSENA 
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buy-word 
of wholesalers 
nation-wide! 


Wholesalers stock 


CHESTER Plasticord and Plasticote conductors because 
the line is complete, reliable, profitable. There's a 

wire and cable for every electrical requirement 
and every foot = th hly tested for maximum service 


life. Nationally 


, too, in every important publica- 


tion read we hort = electr'<:| men from coast-to-coast! 


Ask abovt the new 
Chester Dispicys 
and Wire Dispen- 
sers, now! New 
illustrated bulle- 
tins, price lists, dis- 
ploys ond hendy 
dispensers cre 
evoilable. 


cP 


ec. 
Cs 








*UL Approved 


Par iy agg sae include Office Annunciator 

eatherproof Wire, Telephone Wire, 
yee & Signal Wire, Neon Sign Cable, Oil 
Burner Ignition Cable, TV Lead-In Wire, 
Machine Tool, Control & Switchboard Wire. 


Ca v's Fe Bs N York 





v Fast-Selling 


[x= 


Light Weight... 
Easily Quickly Set Up... 


Power for any hand pipe 


tools — Ys" to 2” pipe or 


Pats. Applied F 
conduit, 4" to 2” bolts; ee See 


geared tools to 12’. 


assure solid rigidity, greater 
strength ... No front leg to 
obstruct swing of die stock 
handles. 


new principle— guaranteed to grip tight 

both forward and reverse, won’t slip, even with geared tools 
3-jaw centering device turns with pipe, conduit or rod... 
Extra-powerful motor, larger brushes, longer commutator. 


Order today—get ready to demonstrate and 
sell the new 200 and make money fast! 


THE RIDGE TOOL COMPANY e¢« ELYRIA, OHIO, U.S.A. 


Essex Exposition Sets 
New Attendance Record 


R. E. STOCKHAMMER 
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CALENDAR OF EVENTS 


astern Electrical Wholesalers As 





NATIONAL ASSOCIATION OI 
ELECTRICAL DISTRIBUTORS 


iminating Eng 


NATIONAL ASSOCIATION OF 
ELECTRICAL DISTRIBUTORS 


racit 
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makes the difference 


swivelier > 
p SPRING-1 ini 


Sold Nationally Through Wholesalers 


5 


oO .e) 
swivelier | 43-24 street, srooktyn 32, N.Y. 


COMPANY, INC. SALES OFFICES & SHOWROOM 30 19VING PLACE NEW TORR) WY 





PEOPLE IN THE NEWS 





A Schmidt 


xT 6 SIZES 


* 500 MCM 714 


All these ... and more... for 
YOUR BEST CONNECTIONS 


U/L AND CSA TESTED HI-RUGGED STRENGTH 
PURE COPPER RE-USABLE 
100°. CONDUCTIVITY ALL WIRE SIZES 


COOLER OPERATION ECONOMICAL 


WRITE FOR 
80-PAGE CATALOG 
oa 
ILSCO CORPORATION 


5746 Mariemont Ave 
CINCINNATI 27, OHIO 


1o 7 Sizes 


TERMINAL BLOCKS 


FUSE CLIPS 


= 
100 & 200 AMPS MANY SIZES AND TYPES 


Situ 1) Sizes MU 3 SIZES 
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. 


———— HIDES Ducts — 
Ls 
Pe | apps 
— COVERS SPRINKLERS | 
Frank ] Healy. vice pt le t ~ . === 





Electric Products | a 


been elected a director of | CONCEALS UNSIGHTLY CEILING }- ” 
Charles L. Allen been apy lt. 4 4 zs 7 








_ 





I & Mtoe ( 
N Mr. All was f 
DIFFUSED, GLARELESS LIGHT THROUGH 
SES = - CORRUGATED PLASTIC THAT ROLLS BACK 





ACOUSTICAL BAFFLES ABSORB NOISE Po 





——_—— 


——_—___. 


OBITUARIES 





ASSOCIATION NEWS ; 
KANSAS CITY, MO.—Suppl; 7, | : double 
| ‘Trade show. | Bil 7 your dollar 
volume! 





make one job of lighting, 
sound contro/ and air conditioning with 
custi-Luminus Ceilings! 


Turn one job into a three-way profit 

package increase volume witl 
ACUSTI-LUMINUS CEILINGS! TI 
allover ceiling of g/arele shadow 

ht also provides sound contro 

over ¢ : 

ng-wide space for air cor snsHallalions. 

ng and heating. These three 


5A 


»ssential elements for moderr Luminous Ceilings, inc 


Dept ‘.? 
riors are combined at a cost that's Ch “ 


lower than conventional illuminatior z 
and sound control alone. ACUSTI 
LUMINUS CEILINGS are made fron 
unbreakable, corrugated LUMI 
PLASTIC and labeled by UL f 
stallation under sprinkler syster 


Simplified, profitable yearly mainte 





nance eliminates emergency calis 
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BE SURE WITH Southern 


PHILLIPS AND SLOTTED WOOD SCREWS 


gy CITIZENS of THE 


FROM MATERIALS MADE IN THE 


p 
ACKED wy CARTOMS MADE in THE 


with SERVICE sy U.S.A. stanparps 


Southern Wood Screws, Phillips or Slotted 
flat, round, oval, in steel, brass, silicon 
bronze, aluminum, stainless steel and all 


popular plated finishes 
Stove Bolts in slotted steel, round or flat 


WOOD SCREWS e STOVE BOLTS 
MACHINE SCREWS e@ A G B TAPPING SCREWS 
CARRIAGE BOLTS e HANGER BOLTS 


implies and 


CREW COMPANY 


STATESVILLE © MORTH CAROLINA 


WAREHOUSES 
NEW YORK « CHICAGO 
LOS ANGELES @® DALLAS 


aT . . ao . nH , 
1 Through Leading Wholes Distribe 


SALES REPRESENTATIVES 





The Pyle-National Co., Chicago, Ill 


& Rosche 
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NEW LITERATURE 





Government 


Order 1 
Documents 
Ort W asl 





ee from molten metal to finished fittings 
ened neses oaeciaget to your customers’ 


ad 


Metal Housings 
on 


% Wagner Malleable Fittings avail 
able in a wide variety of types and sizes 
are purchased for service dependability 
In every case, your customers will get 
iain tetas os the exact quality required for each 
RIM Standard is - . application 
Exceptionally well packaged in attrac 
tive cartons, these fittings make ideal 
shelf stock. Each carton is plainly 
marked for quick identification. It pays 


well to stock this line 


LOOK FOR THIS MARK STAMPED OWN ALL 


WACNER FITTINGS 


UNIVERSAL PRESSURE TYPE 


ADJUSTABLE LUGS 


One or two bolt holes 


ie for iments en pris WAGNER MALLEABLE PRODUCTS CO. 


KRUEGER & HUDEPOHL, INC. Generel Seles Oftice 222 W. Adoms St., Chicago 6, 111 


ee ee a ee a 
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NEW | 


DESIGNED TO 
GIVE UNIFORM 
DISTRIBUTION OF 
LIGHT WITHOUT 
GLARE. PAN {5 
SPUN ALUMINUM 
WITH ANODIZED 
ETCHED FINISH 


NDIVIDUALLY 
PACKED 





v ye «CEILING 
MAGEE rixrune 


HERE IS A FIXTURE THAT SELLS ITSELF 


WITH THE MULTI LABEL YOU CAN BE SURE 
OF YOUR CUSTOMERS SATISFACTION 


AVAILABLE IN FIVE SIZES 





CAT. NO. 528 FOR ONE 60 W. LAMP 
CAT. NO. 530 FOR TWO 60 W. LAMPS 
CAT. NO. 532 FOR TWO 75 W. LAMPS 
CAT. NO. 534 FOR TWO 100 W. LAMPS 
CAT. NO. 536 FOR THREE 100 W. LAMPS 


F ELECTRIC MEG. INC. 


4223 W. LAKE ST CHICAGO 24 


RIGID-TYPE 
Ground Fittings 


are built to give 
extra long-life 
service 


BATTLE CREEK, MICHIGAN 


Electrical Fittings for Wire and Cable 





CONDUIT 


* \ 


e ELBOWS Large Radiv 
Standard PR qiu EMT 
PIPE NIPPLES 
COUPLINGS 
RUNNING THREAD PIPE 


OSENECK 


| 
| 
| 
| 


NIPPLE [VI FG_ co. 


Ay TSBURG 2 Pa 


a 
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Panelboards 


Electr 
incu 


Farm Lighting 
uw Fart 


Busways Be 


Air Conditioning 
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THIS 


NEWEST DISPLAY 


oe 


—_—~—> - 





\ TWIN CONTACTS 
ew locked in by 


new retainers 


on Trine 
PUSH 
BUTTONS 


New interior design of Trine 
Push Buttons features re 
tainer that locks twin con 
tact (self-cleaning) mechan 
rm securely to button hous 
ing Never loosens 

always holds tight com 
pletely trouble tree 

eliminates service call 
Bocks. Favored by contrac 
tors for its permanent instal 


lation teatures 


FEATURES TRINE TWIN CONTACTS 


youR FIRM WAM HERE 


on ebony 
| 

~Push” — 

Buttons | aoe enme 


10 i-5 


t BOG+c§ 


f ° Be 


“a 


MANUFACTURING CORP. 


NE W Yor xK 6 1, N Y 





Na atele 


INDUSTRIAL UNITS 


Good Lighting for INDUSTRIAL PLANTS FARMS 
RURAL ELECTRIFICATION 
































Manutacturers of Reflectors — Yardlights Vapor- 
proof Units — Weotherproof Sockets 


ORNAMENTAL LIGHTING BRACKET NO. 6957 
h block an Height is 7 xtend 
Individually packed 
or PAR lamp ond 
de entranc f b 


* SEND FOR CATALOG 


me * SOLD ONLY THRU 
1214 WHOLESALERS 


JACKSON ELECTRICAL COMPANY al 


vik "900" LEAD 


EXPANSION SCREW 


for YOU ANCHORS 


in 
the PAINE line 
of Hanging 
and Fastening 
Devices: 





Saves you time, 
inventory and 
freight costs. 


and job-right 
design make 
satisfied users. 


— Strong, color- 
ful cartons, EASY TO USE 
clearly labelled. elem es. | mle): Me sich. Bs 
SAVE TIME AND LABOR 
when you anchor in masonry or concrete 
stimulated with * Send for Catalog of 
attention-getting Paine's Complete Line , 
ods like this > ME BEST CRAFTSMEN ALWAYS TAKE pAINE’s 


T 


THE PAINE COMPANY, 3 Westgate Road, Addison, Illinois 


POWERCRAFT 


STOCKS FOR IMMEDIATE 
SHIPMENT 
PRIMARY BUS SUPPORTS 


. 3 ties rely 


PowWERCRAFI 
CORPORATION 


2215 De Kolb St Phone 
St. Lowis 4, Mo Prospect 6-4532 
Since 1932 


_ —— NT 


| 
| 
| 
i 
| 
| 
| 
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eSPOT 
OVERLOADS 
INSTANTLY 


Air Conditioners—Rw f nd 
: seSCTIDCG al WITH THE 


ts aes OF Gas Gat uae cet COLUMBIA 
TYPE AC-1 


thar 3, -gd-apreicaanee samy VOLT-AMMETER 


M 


Motor Controls I 


COLUMBIA ELECTRIC MFG. CO 


4507 lton A 
507 Hamilton Avenue 


Every Sale a Salesman! 


SUGJOCLITO VAP-OIL-TITE 
wrote Lao, CONNECTORS 
™~ Build Business 


TL 
‘“‘Come-Back”’ Sales 


It's the most COMPLET 
gency tight ever ¢ 
fo this new Big Beam tur 
vides h ymina 
s charged tc ty of all times by 
sed trickle charger. Your customers deserve 
Big Beom quality and depe 


KES ei? 
PORTABLE ELECTRIC HAND LAMPS 


Model 166 


This sealed beam mode! is 
f Big Beom 


of many types 
portable electr 
vsed in thousonds of plonts 


ond warehouses through 


country. Leorn more WRITE TODAY FOR FULL INFORMATION AND PRICES ON THE 
LINE THAT WILL BRING YOU MORE BUSINESS EVERY YEAR 


complete Big Beor 
SIMPLET ELECTRIC COMPANY 


@® Write for Literature Today 
U-C LITE MANUFACTURING CO. <{jj , 
1047 Pert Avenue, Sycomere, iilinols 


Chicago 22, Iilinois 


td 


ne 


1026 West Hubbeord St 
fn Conade Bernard Mork 
9 Church Str . YT ne 


459 
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Why RELIANCE TIME SWITCHES 
Are OUTSTANDING VALUES .. . 





THEY ARE GUARANTEED 


Every Reliance time switch you sell is guaranteed for 
18 months. This complete warranty includes both ma 


terials and craftsmanship 


ACCURATELY RATED Tape Recorder 


Bell Sound Systems, Inc., 555 


Reliance time switches are built in capacities con Marion Rd.. Columbus 7, Ohio 


forming with recommended NEMA ratings and are 





listed by Underwriters’ Laboratories, Inc 


QUALITY CONSTRUCTION 


Minimum of working parts 

Heavy, brass cut gears and steel pinions 
Ground and polished steel shafts 
Non-arcing, pit-resistant contacts 
Expert workmanship 


| le a RELIANCE AUTOMATIC LIGHTING COMPANY 


FREE CATALOG 1911 MEAD ST RACINE, WIS. 





Vise Stand 


Toledo Pipe Threading Machine 
do. Ohio 


A GOOD NAME 
TO REMEMBER... 


Card File 


Remington 


~ 


York |! i), 
SALES OFFICES 
and 
*WAREHOUSE 
STOCKS 
BALTIMORE, MD. 
CHARLOTTE, W.C. 
*CHICAGO, ILL. 
Monufacturers of *CINCINNATI, OHIO 
KANSAS CITY, MO. 
SEE OUTLET BOXES AND COVERS + CEILING BAR *LOS ANGELES, CALIF. 
YOUR BOXES AND BAR HANGERS + SWITCH BOXES “MIAMI, FLORIDA 
LOCAL * OVAL AND RECTANGULAR CONDUIT FIT NEW ORLEANS, LA. 


. NEW YORK, N.Y. 
TING VER TS ° : 
SUPPLIER S, COVERS AND GASKETS + FISH WIRE canrves conten, 


+ FIBRE BUSHINGS * PIPE BENDERS + REDUC MASS. SOLDERING 
ING BUSHINGS * REDUCING WASHERS - “PHILADELPHIA, PA. 


KNOCKOUT SEALS ROCHESTER, ¥.Y. BRAZING 
WELDING 


ARROLET CORPORATION rs.” . 


WRITE FOR NEW CATALOG L. B. ALLEN CO., INC. 


6701 Bryn Meowr Ave 


Chicago 31, It 
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Roller Conveyor 
Ihe Rapids-Standard Co 
Grand Rapids 2, Wis 


one 


Fork Lift 
Allied Mfg & Sales Co., 3 


Grand Ave., Chicago 22, Ill 


A FOUR-AN-ONE TOOL FOR BLECTRICIANS 
SLITTER 

STRIPPER a 
CUTTER y 
SKINNER 


— 
‘4 — 


STRIDEX 


The new STRIPEX is a wire skinner. cable 
sitter, cable-wire-and-waste cutter. a in 
ne' Made of steel, nickel plated. Blade 
replaceable STRIPEX makes wiring easy and 





fast, trims and slits all the way int unction 
C : 
Other B.E.P. Tools 


BEP PULLER REEL acts as a big haondl« 
mokes wire pulling easy 

N.E. BEND Snake LEADER eads ftishtap« 

thru any number of bends flips easily out 

f box to ottoch wire 


FAMOUS B EP. PRODUCTS: KO Box Hanger 
BEP Fish TAPE, BEP PULLER 


DISTRIBUTED THRU 
ELECTRICAL WHOLESALERS ONLY 


“ Elechical ae Phoducla® 


BURBANK, -e- > CALIFORNIA 
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ExTRA —Alovibhl, 


UNIVERSAL U-20SCB 


Black Synthetic Cover 
Liquid-tight Flexible Conduit 





Also, available with Gray Synthet 
standord pockages through 2 


AL DISTRIBUTOR Schedule U-20S¢ 


2107 South Kedzie Avenue, Chicago 23, Illinois 


...HOLDENline QUALITY in 
| My. Competitive Priced Fixtures | 


BUCKEYE 


MODEL 


THIS FULL METAL END 
CAP IS UNIVERSAL —> 
IT GIVES SOCKET 
PROTECTION 


,T PAb at 
IT CAN BE 


REM AME 


SO EASY TO SELL..WITH THIS STORY TO TELL! 
NEW CRUSADER model 


—~ SLOTTED REFLECTORS HAVE 10% UPWARD COMPONENT 

@— HEAVY .DUTY INSTRUCTION AFFORD’ MPLETE § xe 
PROTECTION AND POSIT vE AMP POSITIONING 

a LAMPS ON 5” CENTERS STARTERS ON 10E 


wins 2 OLDEN me compar 


PIONEERS Im FLUORESCENT 27301 SCRANTON 8OAD CLEVELAND 13. OnIO 





with 


Keliance PLATES 


in The 
NEW STANDARD DESIGN 


@ All styles at one price per 
M gang 


Strength with flexibility 


Positive color uniformity — 
ivory and brown 


Complete line fits all stand- 
ard wiring devices 


Immediate shipments 


MOLDED PLASTICS, INC. 


Keliauce 





\/A DSWORTH 


NEW INDUSTRIAL TYPE SWITCH 
30 to 600 AMP 





COVER CONTROL 

ARC SNUFFERS 

KNIFE BLADES 

CAST HANDLES 
INCREASED HORSE POWER 














SEE YOUR ELECTRICAL WHOLESALER FOR 
WADSWORTH'S NEW ACC LINE 


SERVICE EQUIPMENT, SAFETY SWITCHES, PANEL BOARDS 
“E-Z RED" CIRCUIT BREAKERS, AND TROUGHS 





—~/ 


Mason Street, Woonsocket, Rhode Island 


New 
MINIATURE 


CATALOG No. $30 
KNIFE BLADE 
SIDE OPERATED 
SINGLE THROW 

FUSED — 30 AMP 


Siz0 


0.2% W.3% t.5% 


NO — FUSED 
el thislele) | 


CATALOG No. 0275 
NO HUB OR 
' HUB 


BOOK REVIEWS 





Principles of Management: 
An Analysis of Managerial 
Functions 


Harold Koontz, Cyril O'Donnel 
McGraw-Hill Book Co 
New York, N.Y 


664 pages 


Fundamentals of Auditing 


R. K. Mautz 
Wiley Publications 
New York, N.Y 


{ 


MINERALLAC 2-HOLE 


PIPE STRAPS 


For Heavier Loads! 


Designed for use on loods 
too heavy for one-hole 
Nifty clips. Made of all 
sew tine picted tempered 
steel to give strength and 
igidity enough to support 
heavie, pipes, cables, 
conduits, efc. Available 
in sizes to fit pipes and 
conduits from %-in. to 
1-in. Can also be hod 
im Everdur, copper, brass 
or cluminura. 


bend for litercture ond prices 
tpecity MINERALLAC Staars. susumes 


MINERALLAC ELECTRIC COMPANY 
23 WN. Peoria St., Chicago 7, Illinois 


MINERALLAC 
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You Can Make A 
Good Wiring Job 


BETTER 


WITH 


UNIVERSAL 
PORCELAIN 
INSULATORS 





Your wiring installations will be right 
from start to finish when you use 
UNIVERSAL porcelain insulators! They 
have uniform body density, high dielec- 
tric and physical strength, resistance to 
temperature extremes, moisture, fumes, 
smoke and most acids your positive 
assurance of long, trouble-free service. 


“S UNIVERSAL 
ims 


CLAY PRODUCTS CO. 


1549 EAST FIRST ST. 
SANDUSKY, OHIO 
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443 pages 


OLD 


CHASE 
Plastic 





Personnel Relations: 
The Human Aspects of 
Administration 

A.M. Whitehill, Jr 
McGraw-Hill Book Cc 

New York, N.Y 


526 pages 


Pension Planning: 
Experience and Trends 
W. |]. Couper, Roger Vaughan 


Industrial Relations Counselors 
New York, N.Y 





ie Y-ER Eas 
‘ 4° Wire Pulling Lubricant 


Only Y-ER EAS has all these features 








Lead, Rubber, Broid oF 
Synthetic Covered Cables 2 


~~. CHASE 


T Li LEADING ELECTRICAL SUPPLY HOUSES 


[= |}/ELECTRO COMPOUND CO. fp. 


K W. (50th St. Cleweland Ii ni 


GUARANTEED FOOTAGE IN EVERY ROLL 























Arizona 
Arkansas 
Califor; 


Colorado 








sR Inf 


QUIET SWITCHES 


gege 
entre 


ent Lamps 
ond 


1 80%, of current rot 
nq of the switch. Te 
y enclosed mecho 


th lerge head 


4WA AD 


“Aw? Ww > 


0D rN OQ 
“Ww 


c 


\ > 


| 





binding 


REA Electric 





Borrowers: 


Here's How Much They Plan To Spend 


Ne. 34271 20 AMP 
SWITCH dentified 
Red Movided Cove 
proved ter contre 
Fiverescent Lome 
A-C circwits of 27 
ond less and fo 
tor leeds wp 
Volts ot 80%, 
rent rating 
switch. 20 AMPS 
te rv AC 


CIRCLE F MFG CO. 


TRENTON 4, NEW JERSEY 
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FOR 
MODERN 
QUALITY 


CLASSIFIED 


ADVERTISING 


5 ELLING OPPORTUNITIES 


TS WANTED 


LINES WANTED 


POSITIONS WANTED 


BUSINESS OPPORTUNITIES 


UNDISPLAYED 








| penses 
| of exigencies beyond his control 


| 330 W. 42 St 
a 


WANTED 


| Unusual opportunity for salesman 
experienced in calling on utilities to 
| head up a well established North 
| Atlantic states territory for eastern 
| manufacturer of Pole line hardware 


specialties 
Current earnings five figures. Ex 
Incumbent retiring because 


SW 5590 Electrical Wholesaling 
New York 36, N. Y 





Manufacturers Repres 
INVITES t . 
Torrit mores * 


CHARLES H. RUSSELL 








FITTINGS 
Specify 


Aitiantic (‘onpuit J irtings 


COMPANY 


BOSTON MASSACHUSETTS 
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An 


Investment e 


p 
INVESTMI 


EXPENDITLU RI 


COONV IN } |) 


lddre 


thed Adwvertisin 


ELECTRICAL WHOLESALING 


me 


Division 


330 W. 42nd St., 


| years and well known 








DISPLAYED 


SELLING OPPORTUNITIES OFFERED 


SELLING OPPORTUNITIES WANTED 


WANTED 


Manufacturer's Representative 
For a quality line t Wire and Stiz 
Steel Cable Staples for Romex and 
BX in the Metropolitan New York 
srea. This line established for many 
in trade for 
j 


quality production and for immed 


| ate deliveries 


RW 6065 Electrical Wholesaling 
330 W. 42 St.. New York 36, N. Y 


nial 


ta om ——~ 


20) :1@) Mn ®) 21.1110) 1 


OPEN ~ CLOSE + LOCK: DOORS, GATES 
Ges .. EhecTronk ally 


‘SS COMMERCIAL, INDUSTRIAL 


auoreuneane ‘ SPECIAL 
rosor "APPLIANCES. Inc. 











IT PAYS TO BUY 


TRADE MARK REG. 


THE Quali] LINE 


FAIR PRICES... 
GOOD PROFIT... 
TOP SERVICE ! 


pom 


A=|OO 


SCREW ON 
WIRE CONNECTORS 


SET SCRE 


WIRE CONNECTORS 


Ae Sg 


PLASTIC STRAPS 
and CLAMPS 


LEAD ANCHORS AND 
EXPANSION BOLTS 


FISH TAPE AND REELS 


— 


WIRE STRIPPERS 


SW, 


PLASTIC SCREW ANCHORS 


TOGGLE BOLTS 


a commdiadasmenmenaiel 
A na oon 
PPP CARBOLOY MASONRY 


ORILLS & 
HAND STAR DRILLS 


er 


LAG SCREW SHIELOS 


—— 
a 


TESTER & FUSE PULLER 


COMMUTATOR STOWES BLOWER & VACUUM 
& SAWS CLEANERS 


Maximum Profit with 
Minimum Inventory 
Through Liberal 
Assortment Policy 
Write for Catalog and Full Details 


Hous 
BNDUSTRIES, inc. 


450 ELM ST . SYCAMORE, ILL 











ADVERTISERS’ INDEX 


Abolite Lighting Div., Jones 
Metal Products Co. 

Accurate Mfg. Co. 

Aeme Electric Corp. 

Adam Electric Co., Frank 

Ali-Steel Equipment Ine. 

Allen Co. Ine., L. B. 

Amplex Corp 

Apple ton Electric Co. Second Cov 

Arrolet Cor p- l 

Arrow-Hart & Hegeman Electric 
Co.. The 

Atlantic Conduit Fittings Co. 137 


Blackburn Corp., Jasper 86, 87 
Blackhawk Industries 17 
Briegel Method Tool Co. 27 
Buchanan Electrical Products 

Corp. 106, 107 
BullDog Electric Prod, Co. 14, 15, 103 
Burbank Electrical Products 133 


Bussmann Mig Lo. Fourth Cover 


arol Cable Co., Div. of the 

Crescent Co., Ine. 

hampion Lamp Works 

hase & Sons Ine. 

hester Cable Corp. 

ircle F. Mfg. Co. 

lark Controller Co., The 

olumbia Electric Mfg. Co. 
Conduit Nipple Mfg. Co.. Div. of 

Pittsburgh Nipple Works, Inc. 
Conduit Pipe Products Co. 
Crescent Ins. Wire & Cable Co. 
(rouse-Hinds Co. 
Cutler-Hammer, Inc. 


Dossert Vite Corp. 


Eagle Electric Mfg. Co., Ine. 
Economy Fuse & Mfg. Co. 
Edwards Co., Ine. 

Electric Tube Products 
Electro Compound Co. 


Fasco Industries, Inc. 
Fullman Mfg. Co. 


Garden City Plating & Mig. Co. 
Gedney Electric Co. 
General Cable Corp. 
General Electric Co. 
Lamp Div. 
Prumbull Components Dept. 
Wiring De vices De pt. 
(.reenlee Tool Co. 
Guth Co., The Edwin F. 


Hazard Ins. W ire W orks 
Holdenline Co. 
Holub Industries, Ine. 


Hubbell, Harvey Ine. 


Tube & 


Products, Ine 


Jackson Electrical Co 
Jones Metal Prod. Co.., The 


Kennecott Copper Corp. 
Kevstone Mfg. Co. 

Killark Electric Mfg. Co. 
Krueger & Hudepohl, Inc. 


Leviton Mfg. Co 


Luminous Ceilings. Ime 


MeGill Mfg. Co Inc 
Midwest Electric Mig. Co 
Minerallac Electric Co. 
Multi Electric Mfg. Ine. 


National Electric Products 


Okonite Co The 


Paine Co., The 
Peerless Electric Co The 
Phelps Dodge 


Copper Products, 


Corp. 95 
Pittsburgh Standard Conduit Co. 28 
Plymouth Rubber Co., Ine. 

Third Cover 
Porcelain Products, Ine 119 
Powercraft Corp 130 
Pyle-National Co., The 83 


Pyramid Instrument orp. 82 


Reliance Automatic Lighting Co. 1 
Reliance Molded Plastics, Inc 1: 
Revere Electric Mfg. Co. l 
Ridge Tool Co., The l 
Roebling’s Sons Corp., John A. 70, 
Roller Smith Corp 74 
Rome { able Corp 

Royal Electric Co., Ine 


SKIN OWwW 
“~NVeENNe&N 


Sangamo Electric 
Sherman Mfg. Co 
Simplet Electric 
Sorgel Electric Co. 
Southern Screw Co 
Square D Co. 
Steber Mig. Co 


Swivelier Co... Ine 


Thomas & Betts Co., The 
Irade-Wind Motorfans, Ine. 
Iriangle Conduit & Cable Co.. 
Inc. 


Irine Mfg. Corp 


L-C Lite Mfg. Co. 

Lnited States Rubber Co. 
Universal Clay Prod. Co., The 
Lniversal Metal Hose Co. 


Van Cleef Bros. Ine. 


Wadsworth Electri: Mig. 
Ine *s The 

Wagner Malleable Prod. Co. 

Weaver Co., J. A. 

Western Ins. Wire Co. 


Youngstown Sheet & Tube Co.., 


SELLING OPPORTUNITY SECTION 
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PLYMOUTH RUBBER COMPANY, INC. 


CANTON, MASSACHUSETTS 


—— 








IF ANY OF YOUR CUSTOMERS HAVE 
PRODUCTION PROBLEMS ... tell 
them how Chief Electrician Di Nenna 
solved his 


hat 


sell FUSETRON dual- 


that the FUSETRON B 


ote ies tain to 


Bussmann Mfg. Co., St. Louis 7, Mo 
Division McGraw Electric Company 





